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PREFACE 

THE  form  that  this  book  has  taken  is  due  to 
a  very  considerable  experience  of  the  difficulties 
encountered  by  students  when  attempting  to  make 
chemical  calculations.  The  effort  has  been  made 
to  smooth  away  these  difficulties,  and  to  give  an 
accurate,  as  well  as  a  simple  and  systematic,  treat- 
ment of  the  subject.  A  number  of  points  are,  I 
venture  to  think,  more  clearly  presented  than  in 
other  books;  for  instance,  Charles's  Law  and  the 
so-called  gramme-molecular  volume  of  gases. 

The  object  of  the  book  is  to  give  clear  ideas 
on  the  subject,  but  a  book  that  serves  this  pur- 
pose must  necessarily  give  the  best  help  to  the 
student  working  for  examinations  that  include  chemi- 
cal calculations.  Hence  many  examples  are  given 
of  questions  set  in  examination  papers  of  a  num- 
ber of  important  universities  in  Britain  and  Amer- 
ica. These  questions  have  the  advantage  of 
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presenting  problems  in  different  ways,  so  that  the 
student  is  trained  in  interpreting  different  forms 
of  expression.  It  is  hoped  that  the  book  may  be 
of  service  to  teachers  who  find  difficulty  in  making 
the  subject  clear,  probably  because  they  expect  the 
pupil  to  understand  intuitively  things  which  they 
will  find  he  does  not  understand  unless  stated  in 
the  simplest  form. 

The  attempt  has  been  made  to  make  the  text 
a  continuous  line  of  argument,  and  therefore  some 
matters  that  are  frequently  inserted  as  an  integral 
part  of  a  book  on  calculations  have  been  thrown 
into  an  appendix. 

A  collection  of  equations  in  common  use  appeared 
advisable,  and  the  plan  of  designating  gases  in  some 
way  is,  I  think,  a  good  one. 

I  wish  to  thank  Professor  H.  L.  Wells  of  the 
Sheffield  Scientific  School  of  Yale  University  for 
the  kindly  interest  that  he  has  taken  in  this  little 
volume  and  for  his  valuable  suggestions,  particu- 
larly in  regard  to  the  chapter  on  volumetric  analysis. 

J.  W. 

NEW  YORK, 

February,  1899. 
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THE 

ARITHMETIC   OF   CHEMISTRY 

CHAPTER  I 

CALCULATION  WEIGHTS  OF  ELEMENTS 

WHEN  potassium  chlorate  is  heated  strongly  enough, 
oxygen  is  given  off  and  potassium  chloride  is  left 
behind.  The  weight  of  the  oxygen  given  off  is 
39.18%  of  the  original  chlorate,  and  the  potassium 
chloride  is  60.82%.  For  every  100  ounces  or  pounds 
or  grammes1  of  chlorate  taken,  39.18  ounces  or 
pounds  or  grammes  of  oxygen  are  evolved,  and  60.82 
ounces  or  pounds  or  grammes  of  potassium  chloride 
remain  behind. 

These  numbers  give  the  ratio  that  exists  between 
the  quantities  of  the  different  substances  in  every 
case,  and  so  if  we  wish  to  know  how  much  oxygen 
can  be  obtained  from  18  ounces  or  pounds  or 
grammes  of  potassium  chlorate,  we  require  merely 

1  For  the  system  of  French  measures  see  Appendix  A. 
B  I 
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to  multiply  18  by  12JL  and  obtain  as  answer  7.053 

ounces  or  pounds  or  grammes.  The  potassium  chlo- 
ride left  behind  is,  naturally, 

1  8  —  7.053  =  10.947  ounces  or  pounds  or  grammes. 

In  the  same  way,  when  pure  marble,  which  is 
calcium  carbonate,  is  heated,  carbon  dioxide  is  given 
off,  and  lime  is  left  behind;  44%  of  the  marble  is 
carbon  dioxide  and  56%  is  lime.  If  we  wish  to 
know  how  much  lime  will  be  left  if  65  ounces  or 
pounds  or  grammes  are  heated,  we  require  merely 
to  multiply  65  by  -ffc  and  obtain  as  answer  36.4 
ounces  or  pounds  or  grammes. 

Conversely,  if  the  problem  be  to  determine  how 
much  potassium  chlorate  is  required  to  produce  48 
ounces  or  pounds  or  grammes  of  oxygen,  it  is  evi- 

dent that  we  must  multiply  48  by     IOQ  '      because 

39.18 

we  require  100  ounces  or  pounds  or  grammes  of 
chlorate  for  every  39.18  ounces  or  pounds  or  grammes 
of  oxygen. 

48  X  -  5  =  122.5  ounces  or  pounds  or  grammes. 
39.18 

Likewise,   if   the   problem   be   to   determine   how 
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much  marble  is  required  to  produce  35  ounces  or 
pounds  or  grammes  of  carbon  dioxide,  it  is  evident 
that  35  x  -Y^-  =  79-54  ounces  or  pounds  or  grammes 
is  the  answer. 

Water  consists  of  11.11%  hydrogen  and  88.89% 
oxygen,  and  36  ounces  or  pounds  or  grammes  of 
water  contain 

ii. n  ,  r 

36  x  =  4  ounces  or  pounds  or  grammes  of 

hydrogen, 
and 

88.89 
36  x =  32   ounces   or   pounds    or   grammes 

of  oxygen. 

Carbon  dioxide  is  composed  of  27.27%  carbon  and 
72.73%  oxygen,  therefore  to  produce  60  ounces  or 
pounds  or  grammes  of  carbon  dioxide, 

60  x  =  43.64  ounces  or  pounds  or  grammes 

of  oxygen  are  required. 

Now  analysis  and  synthesis  of  substances  give  us 
merely  such  data  as  have  been  presented  above,  but 
chemical  problems  are  rarely  worked  out  in  this  form. 
The  reason  is  this  : 

In  order  to  work  a  problem  in  any  case,  it  would 
be  necessary  to  know  the  percentage  composition  of 
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the  substance  in  question,  and  if  one  were  called 
upon  to  remember  the  percentage  composition  of 
even  the  ordinary  substances,  the  memory  would  be 
severely  taxed.  It  is  found  that  by  assigning  a  defi- 
nite value  to  each  element,  calculations  involve  less 
tax  upon  the  memory,  and  moreover  provide  for  a 
reasonable  theory  as  to  the  structure  of  matter.  For 
the  purpose  of  calculations,  however,  the  theoretical 
development  may  be  left  out  of  sight. 

In  the  percentage  composition  of  water  given 
above,  it  will  be  seen  that  the  weight  of  oxygen  is 
8  times  as  much  as  that  of  the  hydrogen,  or  f  of 
the  total  weight  of  water ;  and  the  problem  to  deter- 
mine how  many  ounces  or  pounds  or  grammes  of 
oxygen  are  in  36  ounces  or  pounds  or  grammes 
of  water,  is  solved  by  multiplying  36  by  |. 

36  x  |  =  32    ounces   or   pounds   or   grammes   of 
oxygen. 

Carbon  dioxide,  as  we  saw,  contains  72.73%  of 
oxygen;  carbon  monoxide  contains  57.14%.  Since 
the  monoxide  contains  less  oxygen  than  the  dioxide, 
let  us  take  the  number  8  (which  we  used  in  the 
case  of  water)  to  represent  the  weight  of  oxygen  in 
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carbon  monoxide,  and  let  us  now  calculate  how  much 
carbon  is  united  to  8  ounces  or  pounds  or  grammes 
of  oxygen  in  carbon  monoxide. 

Carbon  monoxide  contains  57.14%  of  oxygen  and 

42.86%  of  carbon,  therefore  the  carbon  weighs  - 

57-J4 

as  much  as  the  oxygen  ;  and  as  the  weight  of  the 
oxygen  was  8,  the  weight  of  the  carbon  must  be 


57-14 

therefore  6  ounces  or  pounds  or  grammes  of  carbon 
are  united  with  8  ounces  or  pounds  or  grammes 
of  oxygen  in  carbon  monoxide.  Carbon  monoxide 
burns  in  oxygen,  to  form  carbon  dioxide,  and  so  if 
we  start  with  6  ounces  or  pounds  or  grammes  of 
carbon,  it  can  be  first  converted  into  carbon  mon- 
oxide, and  then  still  farther  into  dioxide.  But  the 
carbon  in  carbon  dioxide  is  27.27%,  the  oxygen 
being  72.73%.  The  problem  now  is  to  determine 
how  much  oxygen  is  united  with  6  ounces  or  pounds 
or  grammes  of  carbon  in  carbon  dioxide.  For  this 
we  have 

72.73 
6  x  =  16   ounces  or  pounds    or    grammes    of 

'"  '          oxygen. 
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For  6  parts  by  weight  of  carbon,  there  is  in  car- 
bon monoxide  8  parts  by  weight  of  oxygen,  and  in 
carbon  dioxide  16  parts  by  weight  of  oxygen,  or 
twice  as  much  in  the  second  case  as  in  the  first. 
In  fact,  this  is  the  meaning  of  the  names  given 
to  the  two  gases,  and,  till  this  relationship  was  dis- 
covered, the  names  could  not  have  been  given.  (The 
gases  were  called  originally  by  other  names  which 
did  not  show  their  relationship.) 

Carbon  is  combined  with  hydrogen  in  marsh  gas; 
75%  being  carbon  and  25%  hydrogen.  For  every 
6  ounces  or  pounds  or  grammes  of  carbon,  there 
are,  therefore,  2  ounces  or  pounds  or  grammes  of 
hydrogen.  In  acetylene  (the  gas  which  has  lately 
come  into  prominence  as  an  illuminant)  92.3%  of 
carbon  is  united  with  7.7%  of  hydrogen,  that  is, 
6  ounces  or  pounds  or  grammes  of  carbon  is  united 
with  J  ounce  or  pound  or  gramme  of  hydrogen, 
or  twelve  parts  by  weight  of  carbon,  with  one  part 
by  weight  of  hydrogen.  In  all  of  these  calcula- 
tions, we  have  found  that  the  numbers  to  be  used 
for  hydrogen,  oxygen,  and  carbon,  respectively,  are 
i,  8,  and  6,  or  multiples  of  these  numbers.  If  the 
ordinary  symbols  be  used  to  represent  the  elements, 
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then  9  ounces  or  pounds  or  grammes  of  water 
might  be  represented  by  the  formula  HO ;  14 
ounces  or  pounds  or  grammes  of  carbon  monoxide 
by  the  formula  CO;  and  22  ounces  or  pounds  or 
grammes  of  carbon  dioxide  by  the  formula  CO2. 
But  it  is  found  that  while  by  electrolysis  of  water 
all  of  the  hydrogen  that  is  in  the  water  is  set  free 
as  a  gas,  and  ^  of  the  weight  of  water  decomposed 
is  hydrogen;  on  the  other  hand,  when  sodium  acts 
on  water,  only  one-half  as  much  hydrogen  is  set 
free,  that  is,  -^  of  the  weight  of  the  water  acted 
upon.  For  this  and  a  number  of  other  reasons,  it 
is  considered  better  to  take  as  our  standard  weight 
of  water,  18  ounces  or  pounds  or  grammes,  of  which 
2  are  hydrogen  and  16  are  oxygen,  and  this  quantity 
is  represented  by  the  formula  H2O,  and  16  ounces 
or  pounds  or  grammes  represent  the  standard  weight 
of  oxygen.  In  the  same  way,  the  standard  weight 
of  carbon  is  12,  and  the  formula  CO  represents 
28  ounces  or  pounds  or  grammes  of  carbon  mon- 
oxide, and  CO2  represents  44  ounces  or  pounds  or 
grammes  of  carbon  dioxide. 

Just   as   there   is  a  standard   number  for  hydro- 
gen, oxygen,  and  carbon,  so  there  is  for  potassium, 
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chlorine,  iron,  zinc,  and  all  the  elements.  These 
numbers  are  usually  called  atomic  weights  and  are 
considered  as  connected  with  the  atomic  theory,  but 
if  the  whole  atomic  theory  were  proved  unfounded, 
these  standard  numbers  could  still  be  used  for  cal- 
culations, and  we  may  call  them  calculation  weights. 
One-half  of  the  difficulty  experienced  by  the  begin- 
ner in  making  calculations  is  that  he  uses  his  sym- 
bols and  formulae  in  a  loose,  slipshod,  and  unscientific 
manner. 

It  is  inaccurate  to  say  H2O  is  a  colourless,  taste- 
less liquid ;  CO2  is  a  poisonous  gas ;  NH3  has  a  pun- 
gent odour.  H2O  represents  18  parts  by  weight, 
be  it  ounces  or  pounds  or  tons  or  grammes  or  kilo- 
grammes of  water.  CO2  represents  44  parts  by 
weight  of  carbon  dioxide,  and  NH3  represents  17 
parts  by  weight  of  ammonia,  and  the  symbols  should 
never  be  used  instead  of  the  name  of  the  substance 
(by  any  one,  at  all  events,  that  has  the  slightest 
difficulty  in  chemical  calculations). 


CHAPTER  II 
SIMPLE  CALCULATIONS  OF  WEIGHTS 

IN  making  chemical  calculations,  it  is  necessary  to 
know  the  formulae  employed  for  the  standard  weights 
of  the  substances  which  enter  into  the  reaction.  It 
is  also  necessary  to  know  the  calculation  weights  of 
each  of  the  elements  composing  the  substances,  in 
order  to  determine  the  standard  weights  of  the  sub- 
stances themselves.  It  is,  thirdly,  necessary  to  know 
the  nature  of  the  chemical  reaction  which  takes  place 
and  to  be  able  to  express  it  quantitively  as  is  done  by 
a  chemical  equation.  For  instance,  if  we  are  to  cal- 
culate how  much  oxygen  can  be  obtained  from  a 
given  quantity  of  potassium  chlorate,  we  must  know 
the  formula  of  the  standard  weight  of  potassium 
chlorate;  namely,  KC1O3.  For  our  purpose  now,  it 
is  unimportant  to  know  why  the  formula  KC1O3  is 
given  and  not  K2C12O6,  which  would  have  exactly  the 
same  percentage  composition.  We  must,  secondly, 
know  the  calculation  weights  of  K,  Cl,  and  O.  We 
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thirdly  require  the  equation  which  represents  the 
action  that  takes  place  when  potassium  chlorate  is 
heated;  namely, 

2  KC103     =     2  KC1  +  3  (V 

The  calculation  weight  of  K  is  39,  of  Cl  is  35.5, 
and  of  O  is  16. 

The  equation  then  represents 

2KC1O3     =     2KC1     +     3<D2 

2(39  +  35-5  +  48)         2(39  +  35-5)      3  x  32 

or,  expressed  in  words, 

2  x  122.5  =  245  ounces  or  pounds  or  grammes  of 
potassium  chlorate  yield 

2  x  74.5  =  149  ounces  or  pounds  or  grammes  of 

potassium  chloride, 
and 

3  x  32  =  96  ounces  or  pounds  or  grammes  of 
oxygen. 

1  We  are  not  yet  in  a  position  to  discuss  why  this  equation  is  better 
than 

KC1O3     =     KC1  +  3  O 

or  KClOs     =     KC1  +  O8 

Either  of  these  would  be  sufficient  for  the  calculation  we  have  at  pres- 
ent in  hand,  but  in  order  to  avoid  having  to  revise  the  form  of  the 
equation  later  on,  it  is  given  as  above. 
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If  now  we  are  asked  to  calculate  how  much  oxygen 
can  be  obtained  from  1 8  ounces  or  pounds  or  grammes 
of  potassium  chlorate,  we  have 

1 8  x  —  =  7.053  ounces  or  pounds  or  grammes  of 

245 

oxygen, 

the  same  result  as  was  obtained  before  (page  2). 

When  hydrogen  is  obtained  by  the  action  of  zinc 
on  sulphuric  acid,  we  have  the  equation 

Zn  +  H2SO4     =     ZnSO4  +  H2 

It  should  never  be  forgotten  by  the  student  that 
•  equations  are  not  arrived  at  in  a  purely  algebraic 
fashion.  They  merely  represent,  in  symbols,  quanti- 
tative relationships  that  have  been  discovered  by 
experiment.  For  example,  the  above  relationship 
holds  only  if  the  sulphuric  acid  be  dilute.  If  it  be 
strong,  other  substances  besides  hydrogen  are  formed, 
such  as  hydrogen  sulphide,  sulphur  dioxide,  and  sul- 
phur. An  equation  rarely  represents  the  entire 
chemical  reaction,  but  it  represents  the  chief  one 
under  certain  conditions,  and  in  carrying  out  the 
experiment  the  endeavour  is  made  to  secure  the 
proper  conditions.  The  water  that  is  used  to  dilute 
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the  sulphuric  acid  is  not  mentioned  in  the  equation, 
because  its  amount  is  unchanged  by  the  reaction. 
The  equation,  coupled  with  the  calculation  weights 
of  the  different  elements,  provides  the  data  necessary 
for  the  solving  of  problems. 
The  equation  is,  in  this  case, 

Zn     -h     H2SO4     =     ZnSO4     -t-     H3 

65.5  (2  +  32  +  64)     (65.5  +  32  +  64)  2 

98  161.5 

That  is,  65.5  grammes1  of  zinc  acting  on  98  grammes 
of  sulphuric  acid  produces  161.5  grammes  of  zinc 
sulphate  and  2  grammes  of  hydrogen.  From  the 
information  provided  by  the  equation,  it  is  possible 
to  make  any  calculations  which  involve  merely  the 
weights  of  these  four  substances;  for  instance,  how 
much  zinc  is  required  in  the  preparation  of  10 
grammes  of  hydrogen,  or  how  much  zinc  sulphate 
would  be  obtained  by  the  action  of  150  grammes 
of  sulphuric  acid  on  zinc,  and  how  much  zinc 
would  be  left  unacted  on,  if  200  grammes  of  zinc 
had  been  used  in  the  last  case  ? 

1  The  English  weights,  such  as  ounces  and  pounds,  are  unusual 
in  scientific  chemistry,  and  are  therefore  omitted  in  the  sequel. 
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In  the  preparation  of  carbon  dioxide,  marble  is 
acted  on  by  hydrochloric  acid,  and  the  equation  is 

CaCOg    4-    2HC1   =    CaCl2   4-    CO2    +    H2O 

(40+12  +  48)     2(1  +  35.5)       (40+70      (12  +  32)      (2+16) 
ioo  73  in  44  18 

If  the  question  is  asked,  how  much  hydrochloric  acid 
is  required  for  the  preparation  of  60  grammes  of 
carbon  dioxide,  we  have 

60  x  |f  =  99.54  grammes, 

since  the  equation  shows  us  that  73  grammes 
of  hydrochloric  acid  are  required  to  produce  44 
grammes  of  carbon  dioxide. 

If  it  be  required  to  calculate  how  much  calcium 
chloride  is  obtained  from  85  grammes  of  calcium 
carbonate,  we  have 

8 5  *  \^  =  94-34  grammes, 

since  the  equation  shows  that  in  grammes  of  cal- 
cium chloride  are  obtained  from  ioo  grammes  of 
calcium  carbonate.  It  is  easy  to  calculate  also  how 
much  hydrochloric  acid  would  be  required  for  this 
operation,  and  how  much  carbon  dioxide  would  be 
obtained. 
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In  the  equation 


Mn02 

+     2  NaCl     - 

h     2  H2SO4     . 

= 

(55  +  32) 

2(23  +  35-5) 

2(2  +  32  +  64) 

87 

117 

I96 

MnSO4     H 

Na2S04     4 

•     2  H20     + 

C12 

(55  +  32  +  64) 

(46  +  32  +  64) 

2(2  +  1  6) 

71 

'51 

142 

36 

we  have  data  for  a  multitude  of  chemical  problems. 

EXAMPLES 

1.  Calculate  the  percentage  composition  of  potassium 
nitrate  (KNO3).    (Mason  Science  Coll.,  1883,  and  Columbia 
Univ.,  1895.)     This  is  equivalent  to  asking  how  much  of 
each  element  100  grammes  of  potassium  nitrate  contains, 
and  from  the  formula  it  is  known  that  101  grammes  con- 
tain 39  grammes  of  potassium,  14   grammes  of  nitrogen, 
and  48  grammes  of  oxygen. 

Ans.    38.61%    potassium;    13.86%    nitrogen;    47.53% 
oxygen. 

2.  Calculate  the    percentage    composition   of   calcium 
sulphate  (CaSO4).     (Columbia  Univ.,  1898.) 

Ans.  29.4%  calcium;  23.5%  sulphur;  47.1%  oxygen 

3.  Calculate  the  percentage  of  oxygen  in  :    (a)  water, 
(6)  manganese  dioxide,  and  (c)  potassium  chlorate.    (Prince- 
ton Univ.  School  of  Science,  1893.) 

Ans.  (a)  88.89;   (b)  36.87;  (c)  39.18. 
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4.  What  weight  of  oxygen  can  be  obtained  from  408 
grammes  of  potassium  chlorate  ?     (Mason  Coll.) 

Ans.  1 60  grammes. 

5.  How  many  pounds  of  nitric  acid  can  be  obtained  by  K 
the  distillation  of  180  Ibs.  of  nitre  with  sufficient  sulphuric 
acid?     (Mason  Coll.)  Ans.  112.3  Ibs. 

6.  Oxide   of  mercury   is   heated:    (i)  alone,   (2)  with 
carbon,    (3)  with  hydrogen.     What   products  are  formed, 
and  what  weight  of  each  would  be  obtained,  if  10  grammes 
of  mercuric  oxide  were  used?     (Lond.  Matric.) 

(i)  oxygen,  0.741  gramme;  (2)  carbon  dioxide,  1.019; 
(3)  water,  0.834. 

7.  How  much  hydrogen  and  oxygen  is  contained  in  180 
kilogrammes  of  water  ?     (Princeton  Univ.) 

Ans.  20  kilogrammes  hydrogen;  160  kilogrammes  oxygen. 

8.  Calculate  the  percentage  of  carbon,   hydrogen,   and 
oxygen  in  a  compound  of  the  formula  C^H^Ou.     (Lond. 
Matric.) 

Ans.  Carbon,  42.1%  ;  hydrogen,  6.4%  ;  oxygen,  51.5%. 

9.  100  grammes  of  hydrochloric  acid   are   mixed   with 
100  grammes  of  dissolved  caustic  soda.     What  will  be  the 
weight  of  the  compounds  contained  in  the  resulting  solu- 
tion?    (The   Yorkshire  Coll.)     There   is   more   acid   than 
is  required  to  neutralize  the  soda,  hence  there  will  be  both 
sodium  chloride  and  hydrochloric  acid. 

Ans.   Sodium  chloride,    146.25    grammes;    hydrochloric 
acid,  8.75  grammes. 
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10.  If  100  parts  of  barium  chloride  give  112.1  of  barium 
sulphate,  what  is  the  atomic  weight  of  barium  ?    (The  York- 
shire Coll.  Scholarship  Exam.,  1895.) 

O=i6  8  =  32  Cl  =  35.45 

This  problem  is  really  to  calculate  the  value  of  x  in  the 
equation 

BaCl2     +     H2SO4     =     BaSO4     +     2  HC1 

x  +  70.9  x  -f  32  +  64 

and  we  are  told  that  the  ratio  of  the  chloride  to  sulphate 
is  100  :  112. i. 

Therefore  '9.    = ,  whence  x—  136.7.  Ans. 

#  +  32+64      112. i* 

•^ 

11.  If  75   c.c.  of  a  solution  of  hydrochloric  acid  are 

neutralized  by  60  c.c.  of  a  solution  of  sodium  hydroxide 
containing  0.003  gramme  of  the  alkali  per  cubic  centi- 
metre, what  weight  of  the  acid  is  contained  in  i  c.c.  of 
its  solution?  (Cornell  Univ.,  December,  1897.) 

60  c.c.  of  alkaline  solution  contains  60x0.003  =  0.18 
gramme  of  sodium  hydroxide,  which  requires 

— —  x  o.i  8  =  0.1642  gramme  of  acid, 
4° 

which  is  contained  in  75  c.c. ;  therefore  i  c.c.  contains 
0.00219  gramme  hydrochloric  acid. 

12.  A   solution   of  potassium  hydroxide   contains   0.02 
gramme  of  alkali  per  cubic  centimeter,  and  15  c.c.  of  it 
exactly  neutralize  40  c.c.  of  a  solution  of  hydrochloric  acid. 
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How  many  grammes  of  hydrochloric  acid  are  contained  in 
15  c.c.  of  the  acid  solution  ?     (Cornell  Univ.,  1898.) 

Ans.  0.0733  gramme. 

13.  A  solution   of  potassium  hydroxide   contains  o.oi 
gramme  of  alkali  per  cubic  centimeter,  and  10  c.c.  of  it 
exactly  neutralize  40  c.c.  of  a  solution  of  hydrochloric  acid. 
How  many  grammes  of  hydrochloric  acid  are  contained  in 
15  c.c.  of  the  acid  solution?  Ans.  0.0244  gramme. 

14.  What  weight  of  chlorine  can  be  produced  from  100 
grammes  of  common  salt  by  the  reaction 

2  NaCl+MnO2+2  H2SO4=Na2SO4+MnSO4+Cl2+2  H2O? 
(Cornell  Univ.,  September,  1895.)         Ans.  60.7  grammes. 
c 


CHAPTER  III 
MORE  COMPLEX  CALCULATIONS  OF  WEIGHTS 

MORE  complex  problems  than  those  already  given 
may  present  themselves. 

Problem.  —  How  many  grammes  of  potassium  chlo- 
rate are  required  to  produce  enough  oxygen  for  the 
complete  combustion  of  10  grammes  of  hydrogen? 

Two  chemical  reactions  are  spoken  of  in  this  prob- 
lem, and  it  is  necessary  to  know  the  nature  of  each 
reaction,  and  to  be  able  to  express  it  by  an  equation. 
The  hydrogen  is  to  be  burned,  and  enough  oxygen 
must  be  supplied  for  the  purpose.  This  oxygen  is  to 
be  obtained  from  potassium  chlorate,  of  which  a 
requisite  quantity  must  be  provided.  In  the  first 
place,  then,  we  have  to  consider  that  10  grammes  of 
hydrogen  are  to  be  burned ;  that  is,  are  to  unite  with 
oxygen  to  form  water. 

The  equation 

2H2     +     O2     =     2H2O 

(2  X  2)  32  (2  X   18) 

4  36 

18 
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supplies  the  data  necessary  for  determining  the  quan- 
tity of  oxygen,  for  we  are  told  by  it  that  4  grammes 
of  hydrogen  require  32  grammes  of  oxygen;  10 
grammes  of  hydrogen  therefore  require 

10  x  zg-  —  80  grammes  of  oxygen. 

The  oxygen  is  obtained  from  potassium  chlorate  as 
represented  by  the  equation 

2KC103     =     2KC1     +     3O3 

2(39+35-5+48)      2(39+35-5)        (3x32) 

245  '49  96 

which  shows  that  to  produce  96  grammes  of  oxygen, 
245  grammes  of  potassium  chlorate  must  be  taken. 
But  the  problem  stipulates  for  the  providing  of  80 
grammes  of  oxygen,  therefore  245  x  -| J  =  204.2 
grammes  of  potassium  chlorate l  are  required. 
Another  problem  of  the  same  nature. 

Problem.  —  How  much  carbon  dioxide  can  be  set 
free  from  marble  by  the  hydrochloric  acid  obtained 
from  30  grammes  of  common  salt?  The  solving  of 
this  problem  involves  the  knowledge  of  how  hydro- 
chloric acid  is  obtained  from  common  salt ;  and  also 
of  how  hydrochloric  acid  acts  on  marble.  When  sul- 

1  See  Appendix  B. 
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phuric  acid  is  put  upon  common  salt  and  the  mixture 
strongly  enough  heated,  the  reaction  takes  place  in 
the  manner  shown  by  the  equation 

2NaCl     +     H2S04     =     2HC1     +     Na2SO4 

2(23+35-5)        (2+32+64)         2(1+35.5)         (46+32+64) 

117  98  73  142 

117  grammes  of  common  salt  produce  73  grammes 
of  hydrochloric  acid,  therefore  30  grammes  of  com- 
mon salt  (the  amount  given  in  the  problem)  will 
produce 

x  73  =  18.7  grammes  of  hydrochloric  acid. 
The  equation 
CaC03    +    2HC1    =    CaCl2    +    H2O   +   CO2 

(40+12+48)       2(1+35.5)         (40+70         (2+16)        (12+32) 
ioo  73  in  18  44 

shows  that  73  grammes  of  hydrochloric  acid  set 
free  44  grammes  of  carbon  dioxide;  therefore,  18.7 
grammes  of  hydrochloric  acid  would  set  free 

Y   Q     *y 

— Z-  X  44  =  1 1.27  grammes  of  carbon  dioxide. 
73 

These  equations,  as  put  down  above,  give  a  great 
many  more  data  than  are  necessary  for  the  problem 
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in  hand.  It  is  advisable  for  the  beginner  to  write 
out  equations  in  full  with  the  numerical  values  for 
each  term ;  but  when  familiarity  with  the  process  is 
gained  it  is  much  neater  to  see  what  is  needed  and  to 
make  no  more  calculations  than  are  necessary.  In 
the  last  problem  the  only  substances  whose  quantity 
is  referred  to  are  carbon  dioxide,  hydrochloric  acid, 
and  common  salt ;  and  though  the  quantity  of  hydro- 
chloric acid  is  referred  to,  we  are  not  asked  to  deter- 
mine that  quantity,  though  we  did  so  in  working  out 
the  problem.  This  is  not  necessary,  however,  as  may 
be  seen  by  a  consideration  of  the  two  equations 

2  NaCl    +    H2S04    =    2  HC1    +    Na2SO4 
"7  73 

CaCO8    +    2  HC1    =    CaCLj    +    H2O    +    CO2 

44 

These  two  equations  as  just  written  show  that  117 
grammes  of  common  salt  produce  73  grammes  of 
hydrochloric  acid,  and  that  73  grammes  of  hydro- 
chloric acid  acting  on  marble  produce  44  grammes 
of  carbon  dioxide ;  so  that  117  grammes  of  sodium 
chloride  produce  enough  hydrochloric  acid  to  liberate 
44  grammes  of  carbon  dioxide.  Thirty  grammes  of 
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common  salt  will  therefore  produce  enough  hydro- 
chloric acid  to  liberate 

44  x  ^yy—  JI-27  grammes  of  carbon  dioxide, 


which  is  the  same  result  as  already  obtained. 
Another  example  of  the  same  nature. 

Problem.  —  How  much  potassium  must  act  on 
water  in  order  to  produce  enough  hydrogen  to  com- 
bine with  6  grammes  of  oxygen  ? 

Potassium  acts  on  water  according  to  the  equation 

2K     +     2H2O     =     2KOH     +     H2 

(2  x  39)  2 

78 

and  hydrogen  combines  with  oxygen  according  to 
the  equation 

2H2     +     O2     =     2H2O 

(2X2)  32 

4 

The  problem  may  be  worked  out  at  full  length,  but 
by  inspection  of  the  second  equation  it  may  be  seen 
that  32  grammes  of  oxygen  require  4  grammes  of 
hydrogen  ;  and  by  inspection  of  the  first  equation, 
that  in  order  to  produce  2  grammes  oiL  hydrogen, 
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78  grammes  of  potassium  are  required,  and  therefore 
to  produce  4  grammes  of  hydrogen  78  x  2  =  1 56 
grammes  of  potassium  are  required. 

156  grammes  of  potassium  are  therefore  required 
to  produce  enough  hydrogen  to  combine  with  32 
grammes  of  oxygen,  and  hence,  in  order  to  produce 
enough  hydrogen  to  combine  with  6  grammes  of 
oxygen  156  x  •£%  =  29.25  grammes  of  potassium  are 
required. 

It  is  evident  that  the  above  problem  might  be 
enlarged  by  the  inquiry  how  much  hydrogen  would 
be  left  over  if  36  grammes  of  potassium  had  been 
used,  and  it  would  merely  remain  to  calculate  how 
much  hydrogen  is  produced  by  the  action  on  water 
of  36  —  29.25  =  6.75  grammes  of  potassium. 

Problem.  —  How  much  nitrogen  is  produced  by 
the  complete  combustion  of  the  ammonia  obtained 
by  the  action  of  caustic  potash  on  15  grammes  of 
ammonium  chloride? 

Ammonia  burns  according  to  the  equation 

4NH8     +     302     =     2N2     +     6H20 

(2  X  28) 
56 
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and  is  produced  from  ammonium  chloride  according 
to  the  equation 

NH4C1  +  KOH  =  KC1  +  H20  +  NH3 
(14  +  4  +  35.5) 

53-5 

The  first  equation  shows  that  56  grammes  of 
nitrogen  are  produced  by  the  combustion  of  four 
times  the  formula  weight  of  ammonia.  The  second 
equation  shows  that  53.5  grammes  of  ammonium 
chloride  are  required  to  yield  the  formula  weight  of 
ammonia,  and  therefore  53.5  x  4  =  214  grammes  of 
ammonium  chloride  are  required  to  yield  four  times 
the  formula  weight  of  ammonia.  Therefore  214 
grammes  of  ammonium  chloride  give  56  grammes 
of  nitrogen ;  1 5  grammes  of  ammonium  chloride 
will  therefore  give 

56  x  21ft=  3-93  grammes  of  nitrogen. 

In  these  equations  we  have  set  down  the  formula 
weights  of  two  substances  only.  Of  these  the  prob- 
lem gives  the  actual  weight  used  of  one,  and  asks 
for  the  actual  weight  obtained  of  the  other. 

One  who  has  had  very  considerable  experience 
in  working  problems  would  see  that  the  problem 
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above,  expressed  in  its  simplest  terms,  involves 
merely  the  question  how  much  nitrogen  is  contained 
in  15  grammes  of  ammonium  chloride,  because  the 
second  equation  shows  that  all  of  the  nitrogen  in 
ammonium  chloride  is  obtained  as  ammonia;  and 
the  first  equation  shows  that  all  of  the  nitrogen  in 
ammonia  is  set  free  in  the  combustion.  For  solving 
this  problem  we  need  merely  use  the  calculation 
weights  in  the  formula  of  ammonium  chloride,  and 
see  that  53.5  grammes  of  ammonium  chloride  contain 
14  grammes  of  nitrogen,  and  therefore  15  grammes 
of  ammonium  chloride  contain 

14  x  — —  =  3.93  grammes  of  nitrogen, 

the  same  result  as  already  obtained. 

The  problem  may  involve  still  more  chemical  re- 
actions and  become  still  more  complicated.  (Such 
complicated  problems,  though  seldom  set  in  exami- 
nations, are  a  splendid  exercise  for  the  student.) 

Problem.  —  Ten  grammes  of  sulphur  are  burned  in 
oxygen,  and  the  sulphur  dioxide  produced  entirely 
dissolved  in  water.  How  much  manganese  dioxide 
is  required  to  produce  enough  chlorine  to  oxidize 
the  sulphur  dioxide  to  sulphuric  acid  ? 
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Here  three  distinct  chemical  reactions  are  in- 
volved, and  we  need,  therefore,  three  equations  to 
provide  the  necessary  data.  Sulphur  burns  in  oxy- 
gen according  to  the  equation 

S     +     O2     =     SO2 

32  (32  +  32) 

64 

Chlorine  acts  on  sulphur  dioxide  in  water  accord- 
ing to  the  equation 

2H20     +     SO2    +     C12     =     2HC1    +     H2S04 
.     64  71 

and  manganese  dioxide  produces  chlorine  according 
to  the  equation 

Mn02    +    4HC1     =     MnCl2    +    2  H2O     +    C12 
(55  +  32)  71 

87 

The  equations  show  that  32  grammes  of  sulphur  pro- 
duce 64  grammes  of  sulphur  dioxide,  which  require 
for  conversion  into  sulphuric  acid,  71  grammes  of 
chlorine,  which  are  produced  by  the  action  of  hydro- 
chloric acid  on  87  grammes  of  manganese  dioxide. 
Since  32  grammes  of  sulphur  require  87  grammes 
of  manganese  dioxide,  10  grammes  of  sulphur  will 
require 

87  x  \\  —  27.19  grammes  of  manganese  dioxide. 
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EXAMPLES 

1.  The  hydrogen  obtained  from  6.55  grammes  of  zinc 
(acted  on  by  acid)  is  passed  over  heated  mercuric  oxide. 
What  weight  of  water  is  produced  and  how  much  mercury  ? 

Ans.  1.8  grammes  water ;  20  grammes  mercury. 

2.  What  weight  of  potassium  nitrate  is  required  to  pro- 
duce enough  nitric  acid  to  make   10  grammes  of  cupric 
nitrate  from  cupric  oxide  ?  Ans.    10.77  grammes. 

3.  How  much  calcium  carbonate  could  be  made  from 
the  carbon  dioxide  obtained  by  heating  15   grammes  of 
oxalic  acid  (anhydrous)  with  strong  sulphuric  acid? 

Ans.  16.67  grammes. 

4.  What  amount  of  ammonium  nitrate  would  produce 
enough  nitrous  oxide  for  the  complete  combustion  of  36 
grammes  of  carbon?  Ans.  480  grammes. 

5.  If  10  grammes  of  potassium  permanganate  were  dis- 
tilled with  a  concentrated  solution  of  hydrogen  chloride, 
and  the  evolved  gas  were  passed  into  a  solution  of  sulphur 
dioxide,  what  amount  of  sulphuric  acid  would  be  produced? 
(Lond.  Univ.  Inter.  Sci.,  1893.) 

The  equations  are 

2  KMnO4  +  16  HC1  =  2  KC1  -f  2  MnCl2  +  8  H2O  +  5  Cl, 
and  2H2O  +  SO2  +  C12  =  2  HC1  +  H2SO4 
These  equations  show  that  2  x  158  =  316  grammes  of  per- 
manganate provide  enough  chlorine  to  produce  5  x  98 =490 
grammes  of  sulphuric  acid,  therefore  15.5  grammes  sul- 
phuric acid  is  the  amount  produced  by  the  10  grammes 
of  permanganate. 


CHAPTER  IV 
THE  VOLUME  OF  GASES 

WHILE  it  is  possible  to  make  calculations  for  the 
weights  of  solids,  liquids,  and  gases  involved  in  a 
chemical  reaction,  it  is  also  possible  to  make  cal- 
culations for  the  volumes  of  gases,  though  not  for 
the  volumes  of  liquids  and  solids. 

As,  however,  the  volume  of  a  gas  changes  with 
its  pressure  and  temperature,  it  is  necessary  to  state 
always  at  what  pressure  and  temperature  the  gases 
are  measured.  Before  attempting  to  make  calcula- 
tions, it  will  be  necessary  to  consider  the  manner  in 
which  pressure  and  temperature  affect  the  volume. 

EFFECT  OF  PRESSURE 

Sir  Robert  Boyle,  in  the  year  1662,  showed  that 
when  the  temperature  of  a  gas  remains  constant, 
the  volume  varies  inversely  as  the  pressure.  If  a 
quantity  of  air,  for  example,  has  a  volume  of  10  gal- 
lons or  10  cubic  feet  or  10  litres,  at  the  ordinary 
atmospheric  pressure,  it  would  have  a  volume  of  5 

28 
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gallons  or  5  cubic  feet  or  5  litres,  at  2  atmos- 
pheres' pressure,  and  20  gallons  or  20  cubic  feet  or 
20  litres,  at  one-half  of  an  atmosphere's  pressure. 
The  statement  that  the  volume  varies  inversely  as 
the  pressure  is  called  Boyle's  Law  and  may  be 
expressed  algebraically  in  various  forms,  such  as 

Foe—  ,   or    VP  =  constant, 

or,  if  V  be  the  volume  at  pressure  P,  the  volume  V^ 
when  the  pressure  is  Pl  will  be  such  that 


,   or       ^  = 

•*! 

It  is  evident  that  if  any  three  of  the  four  quanti- 
ties are  given,  the  remaining  one  may  be  calculated. 
Pressure  may  be  measured  in  atmospheres,  or  it 
may  be  measured  in  pounds  per  square  inch,  or 
it  may  be  measured  by  the  height  of  a  column 
of  mercury,  since  a  liquid  exerts  a  pressure  pro- 

*  It  is  evident  that  these  three  forms  mean  the  same  thing,  because 
V  oc  —  means  that  as  the  volume  increases  the  pressure  diminishes  in 

the  same  ratio,  and  vice  versa.  Since  the  one  factor  increases 
exactly  in  the  same  ratio  as  the  other  factor  decreases,  the  product  of 
the  two  must  always  remain  constant  ;  and  since  this  is  so  always,  it 
must  be  true  in  the  particular  case  where  the  volume  changes  from  V 
to  V\  owing  to  the  change  of  pressure  from  P  to  P\. 
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portional  to  its  height.  This  last  method  is  the  most 
common  in  chemical  work.  Atmospheric  pressure 
is  ordinarily  taken  as  equal  to  the  pressure  which 
is  exerted  by  a  column  of  mercury  30  inches  or 
760  mm.  high.  A  pressure  of  36.5  inches  is  there- 
fore more  than  an  atmosphere,  and  a  pressure  of 
700  mm.  is  less  than  an  atmosphere.  We  usually 
say  the  gas  is  under  a  pressure  of  so  many  milli- 
metres. 

Problem.  —  If  a  quantity  of  oxygen  has  a  volume 
of  15  litres  at  a  pressure  of  760  mm.,  what  would  be 
its  volume  under  a  pressure  of  800  mm.?  (The  full 
form  of  expression  is,  "under  a  pressure  equal  to 
that  exerted  by  a  column  of  mercury  760  mm.  high 
or  800  mm.  high,"  but  the  shorter  form  is  usually 
employed.) 

Here         V=  15        P  =  760        Pl  =  800 

Therefore     Vl  =  15  x  £|$  =  14.25  litres. 


In  the  calculation  one  does  not  need  to  trouble 
with  the  formula,  but  merely  ask  oneself  whether 
the  volume  will  be  greater  or  less  under  the  new 
conditions.  If  the  volume  of  the  oxygen  is  1  5  litres 
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at  760  mm.  pressure,  it  is  evident  that  it  will  be  less 
at  a  pressure  of  800  mm.  in  the  ratio  of  |f$  :  i  ;  the 
volume  then  at  800  mm.  will  be  1  5  x 


Problem.  —  If  the  volume  of  a  quantity  of  hydro- 
gen is  25  litres  with  a  pressure  of  720  mm.,  what 
pressure  will  the  gas  have  when  the  volume  is 
30  litres? 

Here  it  is  evident  that  the  pressure  will  be  less, 
since  the  gas  is  allowed  to  expand.  The  pressure 
will  therefore  be 

720  x  |f  =  600  mm. 

Problem.  —  What  volume  must  carbon  monoxide 
have  had  at  a  pressure  of  650  mm.  if  its  volume 
is  1  8  litres  at  a  pressure  of  500  mm.? 

Evidently  the  volume  must  have  been  less  at  650 
mm.  than  at  500  mm.,  so  that  we  have 

=  13.84  litres. 

EFFECT  OF  TEMPERATURE 

The  volume  of  a  gas  is  also  affected  by  the  tem- 
perature, becoming  greater  as  the  temperature  rises, 
and  less  as  the  temperature  falls. 
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The  volume  is  proportional  to  the  temperature,  pro- 
vided we  measure  the  temperature  in  a  certain  way. 

It  is  hardly  to  be  expected  that  we  could  use  the 
ordinary  thermometric  scales,  however,  because  the 
zero  in  the  centigrade  and  Reaumur  scales  is  fixed 
merely  by  the  temperature  at  which  water  happens 
to  freeze,  and  in  the  Fahrenheit  scale  the  zero  is 
still  more  accidental.  In  all  of  these  scales  we  have 
temperatures  below  zero,  which  shows  that  the  scales 
are  arbitrary.1 

The  law  that  governs  the  change  of  volume  with 
temperature  could  be  determined  by  taking  a  long 
glass  tube  closed  at  one  end,  and  graduated  from  the 
closed  end  toward  the  open  end.  Suppose  the  tube 
graduated  into  500  equal  parts.  When  the  whole 
tube  and  the  contained  air  is  at  o°  C,  insert  a  small 
globule  of  mercury,  and  by  making  a  passage  for 
the  enclosed  air  by  means  of  a  platinum  wire  passed 
through  the  mercury,  cause  the  latter  to  move  down 
the  tube  till  it  reaches  the  273  mark.  The  mercury 
now  shuts  in  a  volume  of  air  which  occupies  273 
divisions  of  the  tube,  the  pressure  being  that  of  the 
atmosphere  (if  the  weight  of  the  mercury  is  negli- 

1  See  Appendix  C. 
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gible,  or  if  the  tube  be  held  horizontally)  and  the 
temperature  being  o°  C. 

If  the  tube  be  heated  till  the  temperature  is  i°  C., 
the  mercury  will  be  driven  outward  till  it  reaches  the 
mark  274,  where  it  will  remain  so  long  as  the  tem- 
perature stays  at  i°  C.  If  the  tube  be  heated  to 
2°  C.,  the  mercury  will  stand  at  the  mark  275 ;  at 
10°  C.,  the  volume  of  the  enclosed  air  will  be  283,  the 
mercury  standing  at  the  mark  283.  At  the  tempera- 
ture 1 00°  C.  the  volume  occupied  by  the  air  will  be 
373  divisions,  the  mercury  standing  at  the  mark  373. 
When  the  temperature  reaches  227°  C.,  the  mercury 
will  be  just  driven  out  from  the  tube,  the  air  having 
expanded  to  fill  the  500  divisions. 

On  the  other  hand,  if  the  tube  had  been  cooled 
down  to  —  10°  C.,  the  volume  of  the  air  would  have 
been  found  to  be  263  divisions;  if  cooled  down  to 
—  25°  C.,  the  volume  would  have  been  248  divisions. 
In  general,  for  every  degree  rise  or  fall  of  tempera- 
ture, the  air  which  occupied  the  volume  of  273  divi- 
sions at  o°  C.  expands  or  contracts  through  one 
division  in  the  tube.  If  this  law  holds  to  the  very 
lowest  temperatures,  it  follows  that  at  —  200°  C.  the 
volume  of  the  air  would  be  73 ;  at  —  250°  C.  the 

D 
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volume  would  be  23 ;  and  at  —  273°  C.  the  volume 
would  be  reduced  to  zero.  This  temperature  is  called 
the  absolute  zero  of  the  air  thermometer;  and  if 
temperatures  are  measured  from  this  zero  instead 
of  from  the  artificial  zeros  of  the  ordinary  thermom- 
eters, the  volume  of  the  air  is  proportional  to  its 
temperature.  This  is  usually  called  Charles's  Law, 
and  is  expressed  in  the  following  form : 

If  the  pressure  remain  constant,  the  volume  of  air, 
or  any  gas,  is  proportional  to  the  temperature  meas- 
ured from  the  absolute  zero. 

The  zero  of  the  ordinary  centigrade  thermometer 
is  273°  above  the  absolute  zero,  and  therefore  when- 
ever temperatures  are  given  in  degrees  centigrade, 
2  73  degrees  must  be  added  in  order  to  arrive  at  the 
absolute  temperature.  If  T  represent  the  absolute 
temperature,  Charles's  Law  may  be  expressed  by  the 
formula 

Foe  T9  or  —  =  constant ; 

or  if  V  be  the  volume  at  temperature  T,  the  volume 
Vl  when  the  temperature  is  7\  will  be  such  that 
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Problem.  —  If  the  volume  of  a  quantity  of  carbon 
monoxide  at  o°  C.  is  18  litres,  what  will  be  its  volume 
at  25°  C.  ? 

o°  C.  =  273°  absolute  temperature, 
25°  C.  =  273  +  25  =  298°  absolute  temperature ; 

therefore,  T=  273,     7^  =  298, 

and  hence  V±  =  18  x  ||f  =  19.64  litres. 

Just  as  in  the  case  of  pressures,  instead  of  follow- 
ing the  formula  slavishly,  we  may  ask  ourselves,  will 
the  volume  be  greater  or  less  under  the  new  conditions 
than  under  the  old  ?  In  this  case,  we  see  the  volume 
must  be  greater,  therefore  we  multiply  1 8,  the  original 
volume,  by  |||.  This  common  sense  way  of  looking 
at  the  question  will  always  prevent  mistakes. 

Problem.  —  What  must  the  temperature  be  so  that 
the  gas  which  occupies  a  volume  of  1 5  litres  at  20°  C. 
will  occupy  a  volume  of  16.5  litres?  The  tempera- 
ture, 20°  C.,  is  273  +  20  =  293°  absolute,  therefore 
7^=293.  The  new  temperature  must  evidently  be 
greater  than  this  because  the  gas  expands  from  15 
litres  to  16.5  litres.  Therefore 

T\  =  293  x  ~T=  322.3°  absolute  =  49°  3  C. 
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It  is  evident  that  the  pressure  and  temperature  of 
a  gas  may  change  simultaneously,  and  it  is  neces- 
sary to  be  able  to  calculate  the  volume  under  these 
circumstances. 

This  is  done  by  a  combination  of  Boyle  s  Law  and 
Charles's  Law. 

Boyle's  Law  gives    VP  =  const. 

Charles's  Law  gives  —  =  const. 

These  two  combined  give 

VP  VP     V,P, 

_=    :onst,  or  _  =  _^i 

where  V,  P,  and  T  are  the  original  volume,  pressure, 
and  absolute  temperature,  and  V^  Pv  and  7^  are 
the  final  volume,  pressure,  and  temperature.  If  any 
five  of  these  values  are  given,  the  sixth  may  be  cal- 
culated. 

[NOTE.  —  If  the  mathematics  given  above  is  not 
clear,  the  following  proof  may  be  read : 

Let  V,  P,  and  T  be  the  original  volume,  press- 
ure, and  absolute  temperature  of  the  gas  V^  Pv 
Tlt  the  final  volume,  pressure,  and  absolute  tempera- 
ture. Let  us  assume  that  the  volume  changes,  first 
owing  to  change  of  pressure  from  P  to  Plt  the 
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temperature  remaining  constant  at  T.  Call  the  vol- 
ume, under  these  new  circumstances,  v\  then  by 
Boyle's  Law 


Let  now  the  temperature  change  from  T  to  7\  ; 
the  volume  will  change  from  v  to  Fj  because  Vl 
is  the  volume  that  the  gas  occupies  when  both  press- 
ure and  temperature  are  changed. 

By  Charles's  Law  Vl  =  v  ^  =  V^  x  -^ 


Problem.  —  The  quantity  of  chlorine  which  occu- 
pies a  volume  of  12  litres  at  720  mm.  and  10°  C. 
has  the  pressure  changed  to  780  mm.  and  the 
temperature  to  20°  C.  What  is  the  new  volume  ? 

Here  V—  12  P  =  720  Pl  =  780 

T=  273  +10=  283       7^  =  273  +  20=  293 

Therefore,  by  applying  the  formula,  we  find 
Vl  =  12  x  £f  #  x  Iff  =11.46  litres. 


38  ARITHMETIC  OF  CHEMISTRY 

In  working  such  examples,  instead  of  following 
the  formula  slavishly,  we  may  arrive  at  the  correct 
arrangement  of  the  factors  by  a  little  consideration 
of  the  conditions.  This  may  be  seen  in  the  following 

Problem.  —  At  what  temperature  must  a  gas  be, 
so  that  its  volume  will  be  1  5  litres  when  the  press- 
ure is  800  mm.,  if  its  volume  is  17.5  litres 
when  its  temperature  is  100°  C.,  and  the  pressure 
700  mm.  ? 

The  temperature  100°  C.  =  273  +  100=  373°  abso- 
lute ;  we  have  now  to  consider  what  the  new  tem- 
perature will  be. 

The  temperature  of  the  gas  when  its  volume  is 
15  litres  would  be  less  than  when  its  volume  was 
17.5  litres  (other  things  being  equal).  Therefore, 
if  the  volume  alone  be  considered,  the  temperature 
would  be 


But  the  gas  in  the  final  condition  is  to  be  under 
greater  pressure  than  at  the  beginning,  and  therefore 
would  require  a  higher  temperature  if  the  volume 
had  remained  constant,  therefore  we  must  multiply 
by  f  $$,  which  is  the  ratio  of  the  two  pressures. 
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Therefore  7\  =  373  x          x        =  365°4 
365°.4  -  273°  =  9204  C. 

EXAMPLES 

1.  If  a  quantity  of  nitrogen  under  900  mm.  pressure  at 
20°  C.  occupies  a  volume  of  300  c.c.,  what  volume  will 
it  occupy  at  100°  under  600  mm.  pressure?    (Cornell  Univ., 
September,  1895.)  Ans.  573  c.c. 

2.  What  would  be  the  volume  under  standard  conditions 
of  a  mass  of  oxygen  whose  volume  is  60  c.c.  at  40°  C.  under 
a  pressure  of  750  mm.  of  mercury?    (Cornell  Univ.,  Decem- 
ber, 1897.)  Ans.  51.67  c.c. 

3.  If  1000  c.c.  of  chlorine  at  40°  C.  stand  in  a  tube  over 
mercury,  the  level  within  the  tube  being  30  mm.  above  that 
without,  and  the  barometric  pressure  being  750  mm.,  what 
would  be  the  volume  of  the  gas  under  standard  conditions  ? 
(Cornell  Univ.,  September,  1896.) 

Since  the  level  of  mercury  in  the  tube  is  30  mm.  above 
that  without,  the  pressure  is  750  —  30  =  720  mm. 

Ans.  826.4  c.c. 

4.  If  2000  c.c.  of  nitrogen  at  27°C.  stand  in  a  eudio- 
meter over  mercury,  the  level  within  the  tube  being  30  mm. 
below   that   without,   and    the    barometric   pressure   being 
750  mm.,  what  would  be  the  volume   of  the  gas  under 
standard  conditions?     (Cornell  Univ.,  December,  1896.) 

Pressure  in  the  tube  is  750  +  30  =  780  mm. 

Ans.  1868  c.c. 
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5.  If  1250  c.c.  of  nitrogen  at  37°  C.  stand  in  a  eudio- 
meter over  mercury,  the  level  within  the  tube  being  28  mm, 
above   that  without,   and   the   barometric   pressure   being 
747  mm.,  what  would   be  the  volume  of  the  gas  under 
standard  conditions?  Ans.  1041  c.c. 

If  the  gas  had  been  standing  over  water  instead  of  mer- 
cury, the  pressure  in  the  tube  would  have  been  [747 — - — ] 

V  i**/ 

mm.,  since  i  mm.  of  mercury  exerts  the  same  pressure  as 

13.6  mm.  of  water. 

6.  If  a  quantity  of  hydrogen  occupies  500  c.c.  in  a  tube 
over  mercury,  the  level  within  the  tube  being  40  mm.  below 
that  without,  the  temperature  being  20°  C.,  and  the  baro- 
metric pressure  730  mm.,  what  volume  will  it  occupy  at 
25°  C.  if  the  barometric  pressure  is  750  mm.  and  the  level 
within  the  tube  is  30  mm.  above  that  without?     (Cornell 
Univ.,  September,  1898.)  Ans.  544  c.c. 

7.  If  a  quantity  of  air  occupy  500  c.c.  in  a  tube  over 
mercury,  the  level  within  the  tube  being  70  mm.  above  that 
without,  the  temperature  being  40°  C.  and  the  barometric 
pressure   740  mm.,  what  volume  will  it  occupy  at  20°  C., 
the  barometric  pressure  being  720  mm.  and  the  level  within 
the   tube    25    mm.  below  that  without?     (Cornell  Univ., 
September,  1897.)  Ans.  421  c.c. 

8.  1.041   litres  of  hydrogen,  measured  under  standard 
conditions,  is  placed  in  a  tube  over  mercury,  the  temperature 
being  37°  C.     If  the  volume  of  the  gas  is  now  1250  c.c.,  at 
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what  height  must  the  mercury  be  if  the  barometric  pressure 
is  755  mm.?  Ans.  36  mm. 

9.  If  1868  c.c.  of  air  under  normal  conditions  expand 
to  2  litres  and  the  level  of  the  mercury  inside  the  tube  is 
40  mm.  below  that  without,  the  barometer  standing  at  740 
mm.,  what  must  be  the  temperature?  Ans.  27°  C. 

10.  If  a  quantity  of  moist  nitrogen  has  a  volume  25  c.c. 
at  a  pressure  of  750  mm.  and  temperature   16°  C.,  what 
would  be  its  volume  when  dried,  the  temperature  remaining 
the  same,  but  the  pressure  changing  to   700  mm.?    The 
pressure  of  water  vapour  at  1 6°  C.  is  13.5  mm.  (see  Appen- 
dix F);    therefore  the  pressure   of  the  nitrogen  alone  is 

75°  -  x3-5  =  736.5  mm.,  and  25  x  — ^-=  26.3  c.c.  Ans. 

11.  If  60  c.c.  of  dry  oxygen  at  25°  C.  has  enough  water 
put  in  to  saturate  the  gas,  what  will  be  the  volume  of  the 
moist  gas,  the  pressure  remaining  at  the  atmospheric  press- 
ure, 750  mm.?    If  the  gas  were  not  allowed  to  expand,  its 
pressure  would  become   750  +  23.5  ;   therefore,  if  allowed 
to  expand  so  that  the  pressure  will  remain  the  same,  its 

773'5 
volume  must  increase  to  60  x =61.9  c.c. 

12.  What  volume  would  a  quantity  of  air,  when  dried 
and   measured   over   mercury,  under  standard  conditions, 
have,  if  it  occupied  a  volume  of  100  c.c.  measured  over 
water,  and  fully  saturated  with  aqueous  vapour,  the  height 
of  the  water  in  the  tube  being  27.2  cm.,  the  temperature 
being  20°  C.,  and  the  barometer  height  750  mm.? 


42  ARITHMETIC  OF  CHEMISTRY 

27.2  cm.  of  water  equals  2  cm.  or  20  mm.  of  mercury; 
therefore  the  pressure  of  the  moist  air  is  730,  and  of  the 
dry  air  712.5,  since  the  pressure  of  the  water  vapour  is 
17.5  mm.  (nearly). 

The  required  volume  is  therefore 


13.  If  a  glass  tube  one  square  centimetre  in  cross- 
section  be  filled  with  mercury  and  inverted  over  a  mercury 
trough,  dry  air  passed  in  till  the  mercury  stands  at  a  divi- 
sion of  the  tube  20  cm.  from  the  closed  end,  and  30  mm. 
above  the  mercury  outside,  the  barometer  being  750  mm. 
and  the  temperature  20°  C.,  what  would  be  the  volume 
of  the  air  under  standard  conditions?  (The  mean  coeffi- 
cient of  expansion  of  mercury  between  o°  C.  and  30°  C. 
is  0.00018143.) 

This  question  evidently  involves  making  a  correction  for 
the  expansion  of  mercury,  otherwise  the  data  would  not 
be  given.  The  barometer  reading  will  be  higher  than  it 
would  be  if  the  mercury  were  at  o°,  and  so  will  be  the 
column  of  mercury  in  the  tube.  The  pressure  on  the  gas 
will  not  therefore  be  exactly  750  —  30=720  mm.,  but  a 
less  number  for  mercury  at  o°  would  not  have  so  great 
a  height.  The  coefficient  of  expansion  of  mercury  being 
0.00018143,  means  that  the  expansion  of  each  millimetre 
is  that  amount  for  every  degree  rise  in  temperature,  and 
therefore  0.0036286  for  20°,  and  a  millimetre  length  at  o° 
would  become  1.0036286  mm.  at  20°.  A  column  of  mer- 
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curv  720  mm.  long  at  20°  would  therefore  be = 

1.0036286 

717.4  mm.  long  at  o°.  717.4  mm.  is  therefore  the  actual 
pressure  of  the  gas,  and  the  problem  resolves  itself  into 
a  calculation  of  the  volume  of  a  gas  at  o°  and  760  mm., 
its  volume  being  2oc.c.  at  20°  and  717. 4  mm.  Ans.  17.6  c.c. 

14.  What  is  the  actual  pressure  on  the  gas  in  a  tube, 
the  level  of  mercury  inside  and  outside  the  tube  being  the 
same  when  the  barometer  reads  760  mm.  at  25°  C.? 

Ans.  756.6. 


CHAPTER  V 
CALCULATIONS  INVOLVING  WEIGHT  AND  VOLUME 

THE  formula  of  a  substance  always  denotes  a  cer- 
tain definite  weight  of  that  substance,  for  instance, 
NH3  denotes  a  weight  of  ammonia  17;  it  may  be 
pounds  or  tons  or  ounces  or  grammes  or  kilogrammes. 
In  the  same  way  CO2  denotes  a  weight  44,  of  carbon 
dioxide,  and  HC1  denotes  a  weight  of  36.5  of  hydro- 
chloric acid. 

But  it  is  quite  evident  that  this  definite  weight  of 
ammonia  will  have  a  definite  fixed  volume,  if  the  gas 
be  measured  always  at  the  same  temperature  and 
pressure,  so  that  NH3  represents  a  certain  definite 
volume. 

17  pounds  of  ammonia  will  occupy  a  certain  defi- 
nite number  of  cubic  feet  when  measured  at  o°  C.  and 
760  mm.  pressure;  17  tons  of  ammonia  will  occupy 
a  larger  volume  under  the  same  conditions,  but  17 
tons  of  ammonia  will  occupy  the  same  volume  to- 
morrow as  it  does  to-day,  provided  the  pressure  and 
temperature  remain  the  same. 
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In  chemical  calculations  we  do  not  ordinarily  use 
pounds  or  tons  as  the  unit  of  weight,  nor  cubic  feet 
as  the  unit  of  volume,  but  grammes  as  the  unit  of 
weight,  and  litres  as  the  unit  of  volume. 

17  grammes  of  ammonia  at  o°  C.  and  760  mm. 
occupy  the  volume  22.4  litres  (more  exactly  22.253 
litres),  and  the  formula  NH3  represents  22.4  litres 
of  ammonia  at  the  standard  temperature  and  press- 
ure, quite  as  readily  as  it  represents  17  grammes  of 
ammonia. 

In  the  same  manner  44  grammes  of  carbon  dioxide, 
represented  by  the  formula  CO2,  occupy  a  certain 
definite  volume  at  the  standard  temperature  o°  C. 
and  760  mm.  This  volume  is  22.4  litres ;  so  also 
36.5  grammes  of  hydrochloric  acid,  represented  by 
the  formula  HC1,  occupy  a  certain  definite  volume 
at  the  standard  temperature  and  pressure.  This 
volume  is  22.4  litres. 

In  general,  though  the  formulae  of  different  gases 
represent  different  weights,  they  always  represent 
the  same  volume  at  the  standard  temperature  and 
pressure,  and  this  volume  is  22.4  litres.  This  is 
sometimes  called  the  gramme-molecular  volume,  but 
so  far  as  calculations  are  concerned,  it  need  be  con- 
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sidered  only  as  the  volume  which  is  occupied  by  the 
formula  weight  in  grammes,  quite  independently  of 
the  existence  or  non-existence  of  molecules. 

Now  two  grammes  of  hydrogen  occupy  the  volume 
22.4  litres  at  the  standard  temperature  and  pressure ; 
therefore  if  the  formula  of  hydrogen  is  to  represent 
this  fact,  it  must  be  written  H2,  for  H  represents  only 
one  gramme  of  hydrogen. 

In  the  same  way  thirty-two  grammes  of  oxygen 
occupy  the  volume  22.4  litres,  and  if  the  formula  of 
oxygen  is  to  represent  this  fact,  it  must  be  written 
O2,  since  O  represents  only  sixteen  grammes. 

On  the  other  hand,  200  grammes  of  mercury 
vapour,  measured  at  the  standard  temperature  and 
pressure,  would  occupy  22.4  litres;  therefore  if  the 
formula  of  mercury  is  to  represent  this  fact,  it  must 
be  written  Hg,  since  Hg  represents  200  grammes.1 

Still  further:  124  grammes  of  phosphorus,  when 
volatilized,  occupy  a  volume  corresponding  to  22.4 

1  Of  course  mercury  vapour  cannot  be  made  to  exert  a  pressure  of 
760  mm.  at  o°  C,  but  if  heated  till  it  boils  it  would  have  a  pressure  of 
760  mm.  (the  pressure  of  the  atmosphere),  and  the  volume  of  200 
grammes  at  that  temperature  would  be  the  same  as  that  of  32  grammes 
of  oxygen  at  that  temperature,  and  32  grammes  of  oxygen  at  the  stand- 
ard temperature  and  pressure  has  the  volume  22.4  litres. 
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litres,  and  therefore  if  the  formula  of  phosphorus  is 
to  represent  this  fact,  it  must  be  written  P4,  since  P 
represents  only  31  grammes. 

Sulphur  a  little  above  its  boiling  point  has  a  vol- 
ume such  that  its  formula  should  be  S6 ;  at  a  very 
high  temperature  it  is  represented  by  the  formula  S2. 

The  formula  of  a  gas  must  always  represent  a 
volume  22.4  litres  at  the  standard  temperature  and 
pressure. 

H2  represents  2  grammes  of  hydrogen  and  occupies  a  volume  22.4  litre* 

22.4  « 

22.4  « 

22.4  " 

"  22.4  " 

"  22.4  « 

"  22.4  " 

22.4     " 
22.4      « 
"  22.4      " 

ft  .7-7      .          ft 

22.4 

22.4         " 
22.4        « 


02 

32 

oxygen  . 

* 

N2 

28 

"           nitrogen 

« 

C12 

7i 

"           chlorine 

" 

O8        " 

48 

"           ozone 

" 

P               « 

124 

"           phosphorus 

" 

As4       " 

300 

"           arsenic 

" 

Hg       « 

200 

"           mercury 

« 

HC1      " 

36.5 

"      hydrochloric  acid 

«« 

CO       « 

28 

"      carbon  monoxide 

" 

C02      « 

44 

"           carbon  dioxide  " 

CH4      " 

16 

"           methane 

" 

C2H2     " 

26 

"          acetylene 

« 

CeHe    " 

78 

"          benzol 

" 

C2H6O  " 

46 

"          alcohol 

" 

22.4  « 
«          22.4  " 


The  relative  weight  of  the  different  gases  can 
easily  be  seen  from  the  above  table.  For  instance, 
chlorine  is  JJ  times  as  heavy  as  oxygen,  while  carbon 
monoxide  has  the  same  density  as  nitrogen.  Air, 
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which  is  made  up  of  oxygen  and  nitrogen,  has  a  den. 
sity  lying  between  them,  being  nearer  that  of  nitro- 
gen, since  this  element  forms  the  larger  portion  of  the 
atmosphere.  22.4  litres  of  air  weigh  28.8  grammes. 
The  specific  gravity  of  any  of  the  gases  (that  is,  its 
density  compared  with  air)  is  therefore  obtained  by 
dividing  its  formula  weight  by  28.8.  Thus  arsenic 
vapour  is  more  than  10  times  as  heavy  as  air;  that 
is,  its  specific  gravity  is  greater  than  10. 

Acetylene  and  benzol  have  the  same  percentage 
composition  which  could  be  represented  by  the  for- 
mula CH  ;  but  if  this  were  the  formula  of  either  of 
them,  13  grammes  would  occupy  the  volume  22.4 
litres.  Such  is  not  the  case,  however :  26  grammes 
of  acetylene  occupy  the  volume  22.4  litres,  therefore 
its  formula  is  C2H2 ;  and  78  grammes  of  benzol  vapour 
occupy  the  volume  22.4  litres,  and  therefore  C6H6  is 
the  formula  for  benzol.  There  is  abundant  addi- 
tional evidence  in  favour  of  these  formulae,  but  for 
the  purpose  of  calculation  nothing  more  is  required. 

Facts  similar  to  the  ones  given  above  caused 
Avogadro  to  make  the  statement  in  1811  that  equal 
volumes  of  gases  at  the  same  temperature  and  press- 
ure contain  equal  numbers  of  molecules,  and  this 
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statement  is  usually  called  Avogadros  Law.  It  was 
neglected  for  a  long  time,  because  chemists  did  not 
have  a  clear  conception  of  the  facts  at  the  foundation 
of  it,  and  the  facts  known  were  not  so  numerous  or 
varied  as  at  present. 

So  far  as  concerns  calculations  Avogadro's  Law 
might  be  expressed :  The  formula  weight  in 
grammes,  of  a  gas  measured  at  o°  C.  and  760  mm., 
occupies  a  volume  of  22.4  litres. 

Problem.  —  What  volume  of  carbon  dioxide  is  got 
from  the  combustion  of  10  litres  of  carbon  monoxide, 
and  what  volume  of  oxygen  is  required  ? 

The  necessary  equation  is 

2  volumes         I  volume         2  volumes 
2  X  22.4  litres     22.4  litres     2  X  22.4  litres 

2  CO     +     O2     =     2CO2 

(It  is  convenient  to  write  weights  beneath  the  for- 
mulae and  volumes  above.) 

The  equation  shows  that  the  volume  of  the  carbon 
dioxide  is  exactly  the  same  as  that  of  the  monoxide, 
and  that  the  volume  of  the  oxygen  is  half  as  great ; 
and,  therefore,  in  the  case  given,  10  litres  of  carbon 
dioxide  would  be  produced,  and  5  litres  of  oxygen 
would  be  required  for  the  combustion. 
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Problem.  —  What  volume  of  hydrochloric  acid  is 
obtained  when  6  litres  of  hydrogen  unite  with 
chlorine  ? 

The  equation  is 

i  volume        i  volume          2  volumes 
22.4  litres      22.4  litres      2  X  22.4  litres 

H2     +     C12     =     2HC1 

The  volume  of  the  hydrochloric  acid  is  therefore 
double  that  of  the  hydrogen ;  therefore,  in  the  case 
given,  12  litres  of  hydrochloric  acid  would  'be 
obtained. 

Since  the  formula  represents  weight  as  well  as 
volume^  the  weight  of  one  substance  might  be  given, 
and  the  volume  of  another  required,  or  vice  versa. 
(It  is  of  course  to  be  remembered  that  the  volume 
of  gases  only  can  enter  into  the  problem.) 

Problem.  —  What  volume  of  oxygen  at  the  normal 
temperature  and  pressure  can  be  obtained  from  10 
grammes  of  potassium  chlorate?  The  equation  is 

3  volumes 
3  x  22.4  litres 

2KC1O3     =     2KC1     +     3O3 
2(39  +  35-5  +  48) 
245 
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showing  that  245  grammes  of  chlorate  yield 
3  x  22.4  =  67.2  litres  of  oxygen.  Therefore,  10 
grammes  of  chlorate  will  yield 

67.2  x  -^  =  2.74  litres. 

We  now  see  why  we  should  not  write  the  equa- 
tion in  the  form  KC1O3  =  KC1  +  O3.  This  would 
mean  that  when  122.5  grammes  of  potassium  chlo- 
rate are  heated,  22.4  litres  of  ozone  are  obtained, 
which  is  not  true. 

Nor  should  it  be  written  KC1O3  =  KC1  +  3  O, 
because  O2  and  not  O  represents  the  formula  weight 
of  oxygen  corresponding  to  the  standard  volume. 

Problem.  —  What  weight  of  ammoniunl  nitrate 
will  provide  10  litres  of  nitrous  oxide  at  the  normal 
temperature  and  pressure  (o°  C.  and  760  mm.)? 

From  the  equation 

I  volume 
22.4 

NH4NO3     =     2H2O     +     N2O 

(14  +  4  +  14  +  48) 
80 

it  is  seen  that  22.4  litres  of  nitrous  oxide  are 
obtained  from  80  grammes  of  ammonium  nitrate; 
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therefore,  10  litres  of  nitrous  oxide  are  obtained 
from 

80  x  -15.  =  35.71  grammes  of  ammonium  nitrate. 

Since  ammonium  nitrate  is  a  solid,  its  volume 
cannot  be  calculated. 

Problem.  —  What  volume  of  hydrogen  measured 
at  o°  C.  and  700  mm.  can  be  obtained  by  the  action 
of  sulphuric  acid  on  10  grammes  of  zinc  ? 

The  equation 

2*4  KIM 

Zn    +     H,SO4     =     Zn  SO4  +     H, 
65-5 

shows  that  65.5  grammes  of  zinc  yield  22.4  litres 
of  hydrogen  at  the  standard  temperature  and  press- 
ure, o°  C.  and  760  mm. ;  therefore  10  grammes  of 
zinc  will  under  these  conditions  yield 

22.4  x  -^5.  =  342  litres. 
65.5 

In  the  problem  the  temperature  is  the  standard 
temperature,  but  the  pressure  is  not  the  standard 
pressure,  so  that  a  correction  must  be  made  for  the 
pressure.  Since  the  pressure,  700  mm.,  in  the 
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example  is  less  than  the  normal  pressure,  the  volume 
must  be  greater  than  that  calculated  above.  The 
volume  will,  therefore,  be 

3.42  x  ft$  =  3-71  Ktres. 


Problem.  —  What  weight  of  copper  is  required  to 
produce  15  litres  of  nitric  oxide  at  800  mm.  and 
20°  C.  ? 

Since  equations  give  the  relation  between  weight 
and  volume  at  the  standard  pressure  and  tempera- 
ture, it  is  necessary  first  of  all  to  calculate  the 
volume  of  the  nitric  oxide  at  this  normal  pressure 
and  temperature. 

The  normal  (or  standard)  pressure,  760  mm.,  is 
less  than  that  at  which  the  gas  is  measured,  namely, 
800  mm.  ;  and  therefore  the  volume  at  760  mm. 
will  be  f||  times  as  great 

The  standard  temperature  is  lower,  and  on  that 
account  the  volume  would  be  less.  The  normal 
(or  standard)  temperature  is  273°  absolute  tem- 
perature, while  that  at  which  the  gas  is  measured 
is  273  -f  20  =  293°  absolute,  and  therefore  the  vol- 
ume at  the  normal  temperature  (temperature  alone 
being  considered)  is  f^f  times  as  great.  When 
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change  of  pressure  and  change  of  temperature  are 
both  considered,  we  have  therefore 

volume  =  15  x  fj$  x  fj|  =  14.71  litres. 
To  arrive  at  the  weight  of  copper  necessary  to 
produce  this  volume  of  nitric   oxide  the  equation 

2  volumes 

2  X  22.4 

3  Cu  +  8  HNO3  =  3  Cu(NO8)2  +  4  H2O  +  2  NO 
3  x  63.5 
190.5 

is  used,  and  shows  that  to  provide  2  x  22.4  =  44.8 
litres  of  nitric  oxide  190.5  grammes  of  copper  are 
required;  therefore  to  produce  14.71  litres  of  nitric 
oxide 

190.5  x  -^3—  =  62.52   grammes  of   copper  are 
required. 

Problem.  —  What  volume  of  nitrogen,  measured 
at  20°  C.  and  750  mm.,  would  be  obtained  by  the 
action  of  ammonia  on  300  c.c.  (cubic  centimetres) 
of  chlorine  measured  at  15°  C.  and  735  mm.? 

This  corresponds  to  a  possible  change  of  tem- 
perature and  pressure  in  a  laboratory  from  one  time 
of  measuring  a  gas  to  another.  A  cubic  centimetre 
is  yflVfr  of  a  litre,  but  as  we  are  dealing  with  volumes 
merely,  the  problem  is  to  be  worked  out  in  the  same 
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way  as  though  we  were  dealing  with  litres,  but  the 
answer  obtained  is  in  cubic  centimetres,  not  in  litres. 
The  equation  to  represent  the  reaction  is 

3  x  22.4  22.4 

8NH3     +     3C12     =     6NH4C1     +     N2 

and  shows  that  three  times  22.4  litres  of  chlorine 
yield  22.4  litres  of  nitrogen  at  the  normal  tempera- 
ture and  pressure ;  or  three  times  22.4  c.c.  of  chlorine 
will  yield  22.4  c.c.  of  nitrogen;  or,  in  general,  the 
volume  of  the  chlorine  is  three  times  that  of  the 
nitrogen  produced  by  it. 

Therefore  300  c.c.  of  chlorine  will  yield  •&$£ 
==  100  c.c.  of  nitrogen  if  the  two  are  measured  at 
the  same  temperature  and  pressure,  since  all  gases 
are  equally  affected  by  changes  in  temperature  and 
pressure,  and  the  same  relationship  that  holds  at 
the  normal  temperature  and  pressure  will  hold  at 
any  other.  We  have  then  to  determine  what  vol- 
ume will  be  occupied  by  a  quantity  of  nitrogen 
at  20°  C.  and  750  mm.  if  its  volume  is  100  c.c.  at 
I5°C.  and  735  mm. 
F=  loo  r=  273+ 15  =  288°  7^  =  273  +  20  =  293° 

P=735  PI  =750 

therefore     V\=  100  x  |||  x  -fff  =  99-77  c.c. 
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The  increase  in  pressure  is  nearly  counterbalanced 
by  the  rise  in  temperature. 

Problem.  —  What  weight  of  ammonia  would  be 
required  in  the  last  problem  ? 

Here  we  must  remember  that  equations,  as  we 
have  learned  to  look  upon  them,  show  the  rela- 
tionship between  grammes  and  litres  at  o°  C.  and 
760  mm. 

22.4  litres 

8NH3     +     3C12     =     6NH4C1     -h     Na 

8(14  +  3)  grammes 
136 

shows  that  136  grammes  of  ammonia  are  required  to 
produce  22.4  litres  of  nitrogen  at  o°  C.  and  760  mm. 
But  since  a  cubic  centimetre  is  y^-  of  a  litre,  -fgfo 
gramme  or  0.136  gramme  or  136  milligrammes  of 
ammonia  would  be  required  to  produce  22.4  c.c. 
of  nitrogen  measured  at  o°  C.  and  760  mm.  But 
the  problem  asks  how  much  ammonia  is  required 
to  produce  100  c.c.  of  nitrogen  measured  at 
15°  C.  and  735  mm.;  therefore  we  must  find  out 
what  this  volume  will  become  at  o°  C.  and  760  mm. 
It  will  evidently  be  less  because  the  temperature 
is  less ;  and  less  also  because  the  pressure  is  greater. 
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We  have  therefore 

volume  =  100  x  fjf  x  £ff  =  91.68  c.c. 

Our  problem  is  ultimately  reduced  to  the  question : 
What  weight  of  ammonia  is  required  to  produce 
91.68  c.c.  of  nitrogen  when  136  mg.  of  ammonia 
produce  22.4  c.c.  of  nitrogen  ? 

The  answer  is  evidently 

136  x  2L —  =  556.5  mg.  =  0.5565  gramme. 
22.4 

Problem.  —  At  what   temperature  is  the  oxygen 
measured  if  10  litres  of  it,  at  a  pressure  of  740  mm., 
is  sufficient  for    the    complete    combustion    of    10 
grammes  of  phosphorus? 
The  equation 

5  x  22.4 

P4     +     5O2     =     2P2O6 
124 

shows  that    124    grammes    of    phosphorus    require 
112  litres  of  oxygen  at  o°  C.  and  760  mm. 
Therefore  10  grammes  of  phosphorus  require 

1 12  x  -j^j-  —  9.04  litres. 

The  question  resolves  itself  into :  At  what  tem- 
perature will  9.04  litres  of  oxygen  (measured  at 
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the  normal  temperature  and  pressure)  expand  to 
10  litres,  its  pressure  being  reduced  to  740  mm.  ? 

Since  the  volume  is  to  increase,  the  temperature 
should  on  that  account  be  higher,  but  since  the 
pressure  is  to  be  lessened,  so  high  a  temperature 
would  not  be  required  as  would  otherwise  be  the 
case. 

The  fraction  giving  the  volume  factor  is  there- 
fore greater  than  unity,  and  the  fraction  giving  the 
pressure  factor  is  less  than  unity;  therefore 


It  is  evident  that  questions  involving  the  use  of 
two  or  three  equations  may  arise  in  calculations  of 
volumes  as  well  as  in  calculations  of  weights,  but 
they  introduce  no  new  principles  and  need  not  be 
further  discussed. 

EXAMPLES 

1.  250  c.c.  of  oxygen  at  10°  C.  and  756  mm.     Find  the 
volume  at  o°  C.  and  760  mm.    (Mason  Science  Coll.,  1887.) 

Ans.  240  c.c. 

2.  Find  the  amount  in  grammes  of  2500  c.c.  of  sulphur 
dioxide   measured   at   20°  and   760  mm.      (Mason  Coll., 
1887.)  Ans.  6.65  grammes. 
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3.  Calculate  the  weight  of  100  litres  of  hydrogen  sul- 
phide measured  at  27°  C.  and  740  mm.     (Lond.  Matric., 
June,  1892.)  Ans.  134.6  grammes. 

4.  What  volume   of  sulphuretted   hydrogen,   measured 
at   o°  C.   and    760   mm.  pressure,    can  be  obtained   from 
10  grammes  of  ferrous  sulphide?     (Edin.  Univ.,  ist  Pro- 
fessional Med.,  1871.)  Ans.  2.55  litres. 

5.  What  volume,  in  litres,  of  oxygen,  measured  at  740 
mm.  pressure   and   27°  C.  temperature,  can   be  obtained 
from  54  grammes  of  mercuric  oxide?     (Edin.,  ist  Profes- 
sional, 1871.)  Ans.  3.16  litres. 

6.  State  the  relations  of  volume  in  the  gases  involved 
in  the  following  equations : 

C  +  4N2+    02  =  4N2  +  C02 
C  +  4  N2  +  CO2  =  4  N2  +  2  CO 

(Columbia  Univ.,  1895,  lst  vear>  2(*  term.) 

7.  A  piece   of  pure   marble,  weighing  20  grammes,  is 
strongly  ignited  in  a  large  porcelain  crucible.     Required 
the   name   and  weight   of  the   compound   which   remains 
behind,  and  the  name  and  volume  in  cubic  centimetres 
at  20°  C.  and  740  mm.  mercurial  pressure  of  the  gas  which 
escapes.     (Princeton  Univ.,  1896.) 

Lime  =  11.2  grammes ;  carbon  dioxide  =  4938  c.c. 

8.  What  volume  of  oxygen,  when  burned  with  hydrogen, 
will  yield  40  litres  of  water  vapour  under  the  initial  condi- 
tions of  temperature  and  pressure  ?  Ans.  20  litres. 

Solve  by  inspection.    (Cornell  Univ.,  September,  1897.) 
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9.    What  volume  of  olefiant  gas  would  be  equal  in  weight 
to  10  litres  of  marsh  gas?     (Lond.  Matric.,  January,  1889.) 

Ans.  5^-  litres. 

10.  How  many  cubic  centimetres  of  hydrogen  can  9.2 
grammes   of  sodium   liberate   from   water,   the   barometer 
standing   at    710  mm.  and   the   thermometer  at    12°  C.  ? 
(Edin.  Univ.,  ist  Professional,  1889.) 

Ans.  5.00  litres  =  5000  c.c. 

11.  How  many  litres  of  nitrous  oxide,  measured  at  700 
mm.  pressure  and  i5°C.  temperature,  can  be  obtained  by 
the  decomposition  of  100  grammes  of  ammonium  nitrate? 
(Edin.  Univ.,  ist  Professional,  1871.)      Ans.  32.07  litres. 

12.  How  many  cubic  centimetres  of  hydrogen,  measured 
at   20°  C.   and  750  mm.,  will  be  obtained   by  dissolving 
3.25   grammes  of  pure  zinc   in  an  acid?     (Mason  Coll., 
1882.)  Ans.  i. 216  litres  =  1216  c.c. 

13.  Calculate  the  volume  of  vapour  measured  at  100°  C. 
that  would   be   given  by  5   c.c.  of  bromine,  the   specific 
gravity  of  the  liquid  being  2.96.     (Mason  Coll.,  1886.) 

Weight  of  bromine  =  5  X  2.96  =  14.8  grammes  ; 
therefore,  volume  required     =    2.83  litres. 

14.  What  weight  of  ammonium  nitrate  must  be  decom- 
posed under  a  barometric  pressure  of  740  mm.  at  20°  C.  to 
generate  sufficient  nitrous  oxide  to  fill  a  balloon  holding  200 
litres?     (Cornell  Univ.,  June,  1896.)       Ans.  648  grammes. 

15.  What  volume  of  carbon  dioxide  will  result  from  the 
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combustion  of  20  litres  of  carbon  monoxide?  (Solve  with- 
out using  combining  weights.)  (Cornell  Univ.,  March, 
1898.)  Ans.  20  litres. 

16.  Explain  why  28.88  multiplied  by  the  density  of  a  gas 
gives  its  molecular  weight.     (Cornell  Univ.,  1898.) 

Molecular  weight  is  what  we  have  called  formula  weight. 

17.  '(a)  Find  the  molecular  weight  of  the  gas  whose 

density  is  1.524. 

(b)  Find  the  density  of  the  gas  whose  molecular 

formula  is  C2H4. 

(c)  A  litre  of  nitrous  oxide  weighs  1.97  grammes; 

find  its  molecular  weight.      (Cornell  Univ., 
1898.) 

(a)   Density  is  compared  to  air,  therefore  the  for- 
mula weight  =  28.8  x  1.524  =  43.9. 


(c)        1.97  x  22.4  =  44.1. 

18.  What  volume  of  chlorine  at  normal  temperature  and 
pressure  would  be  required  (a)  to  combine  with  10  litres 
of  defiant  gas;   (b)  to  decompose  10  litres  of  sulphuretted 
hydrogen   liberating   the   sulphur;    (c)   to   decompose    10 
grammes  of  potassium  iodide?      (London   Matric.,  June, 
1889.)       (a)   10  litres;    (b)   10  litres;    (c)  0.675  litre. 

19.  How  many  litres  of  oxygen,  measured  at  15°  C.  and 
750  mm.  pressure,  are  required  for  the  complete  combustion 
of  100  grammes  of  marsh  gas?     (Edin.  Univ.,  ist  Profes- 
sional, 1890.)  Ans.  299.3  litres. 
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20.  What  volume  in  litres,  of  oxygen  measured  at  730 
mm.  and  10°  C.,  can  be  obtained  from  i   kilogramme  of 
pyrolusite,   containing   80%    of    peroxide   of    manganese? 
(Edin.  Univ.,  ist  Professional,  1873.)        Ans.  74.1  litres. 

21.  What  volume  of  sulphurous  acid  gas,  measured  at 
740  mm.  pressure  and  15°  C.  temperature,  can  be  obtained 
by  burning  10  grammes  of  sulphur?     (Edin.  Univ.,  1872.) 

Ans.  7.57  litres. 

22.  (a)  Find  the  density  of  the  gas  whose  molecular 

formula  is  C2N2. 

(b)  Find  the  weight  of  a  litre  of  hydrochloric  acid. 

(c)  i   litre  of  a  gas  weighs   1.25   grammes   under 

standard  conditions  ;  find  its  molecular  weight. 
(Cornell  Univ.,  September,  1896.) 
Ans.  (a)  1.807;   (£)  1.629  grammes  ;   (<r)  27.9. 

23.  How  many  litres  of  dry  atmospheric  air  at  740  mm. 
pressure  and  15°  C.  temperature  are  required  to  burn  com- 
pletely i  litre  of  olefiant  gas  at  the  same  temperature  and 
pressure,  and  what  is  the  weight  of  carbonic  anhydride  and 
of  water  produced  ?     (Edin.  Univ.,  1870.) 

Take  air  as  containing  21  %  of  oxygen.  Ans.  14^  litres  air. 
Weight  of  carbonic  anhydride 


Weight  of  water  =  1.486  grammes. 

24.  What  volume  of  air  at  15°  C.  and  750  mm.  would 
be  required  to  burn  10  litres  of  marsh  gas  measured  at  the 
normal  temperature  and  pressure?  (Assume  air  contains 
20.5%  of  oxygen.)  (Mason  Coll.,  1885.)  Ans.  104.1  litres. 
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25.  50  c.c.  of  marsh  gas  are  mixed  with  600  c.c.  of  air 
and  exploded.     What  will  be  the  composition  and  volume 
of  the  residual  gas,  the  measurements  being  made  through- 
out at  normal  temperature  and  pressure  ?     (The  Yorkshire 
Coll.,  1896.)  Ans.  476  c.c.  nitrogen;  24  c.c.  oxygen; 

50  c.c.  carbon  dioxide. 

26.  What  volume  will  9  grammes  of  water  occupy  meas- 
ured in  the  form  of  vapour  at  273°C.  and  under  380  mm. 
pressure?     (Aberdeen  Univ.,  Sci.  and  Med.,  1897.) 

Ans.  44.8  litres. 

27.  What  volume  of  gaseous  ammonia,  measured  at  15°  C. 
and  under  380  mm.  pressure,  may  be  obtained  from  20 
grammes  of  ammonium  chloride?     (Aberdeen  Univ.,  Sci. 
and  Med.,  1898.)  Ans.  17.66  litres. 

28.  Calculate  the  weight  of  10  litres  of  air,  measured 
at  o°  C.  and  760  mm.  pressure,  containing  21%  of  oxygen 
and  79%  of  nitrogen.     (Lond.  Matric.,  June,  1888.) 

TFfr  X  32  +  ^X  28  =  28.84  grammes  in  22.4  litres. 

-  x  28.84  =  12.88  grammes.  Ans. 

29.  If   hydrogen  were  passed   over   100  grammes   of 
heated  copper  oxide  as  long  as  action  took  place,  what 
would  be  the  quantities   of  the  resulting  substances,  and 
what  volume  of  the  gas  measured  at  the  standard  tem- 
perature and  pressure  would  be  needed  to  complete  the 
change?     (London  Matric.,  June,  1893.) 

Ans.  Copper  =  79.9  grammes;  water  =  22.65  grammes; 
hydrogen  =28.2  litres. 
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30.  A  cubic  metre  of  steam  measured  at  no°C.,  and 
under  standard  pressure,  is  condensed  to  water  at  4°  C. ; 
what  would  be  the  bulk  of  the  water,  and  what  volume  of 
hydrogen   (at  o°  C.  and   760  mm.)  would   afford   such   a 
quantity  of  water  when  burned?      (London  Matric.,  Jan- 
uary, 1894.)      i  c.c.  of  water  at  4°  C.  =  i  gramme. 

Ans.  573  c.c.  water;  713  litres  hydrogen. 

31.  17   grammes   of  a   mixture   of  potassium   chlorate 
and  manganese  dioxide  gave  3  litres  of  oxygen  at  20°  C. 
and  760  mm. ;  calculate  the  percentage  of  potassium  chlo- 
rate in  the  mixture.     (The  Yorkshire  Coll.,  1896.) 

Ans.  60%. 

32.  What  volume  of  air  at  15°  C.  and  740  mm.  would 
be  necessary  for  the  combustion  of  10  grammes  of  cyano- 
gen gas  ?      (The  Yorkshire  Coll.,  1895.)      Assume  air  to 
contain  20.5%  oxygen.  Ans.  45.5  litres. 

33.  A  spark  is  passed  through  a  mixture  of  750  c.c. 
of  hydrogen  and  250  c.c.  of  oxygen,  both  at  the  tempera- 
ture of  100°  C.    What  will  be  the  resulting  volume  measured 
at  100°  C.?     (The  Yorkshire  Coll.,  1890.) 

Ans.   750  c.c.  consisting  of  500  c.c.  water  vapour  and 
250  c.c.  hydrogen. 

34.  What  would  be  the  weight  of  hydrogen  obtained 
from  7  grammes  of  oil  of  vitriol  containing  98.2%  of  sul- 
phuric acid?     What  volume  would  it  occupy  at  19°  C.  and 
744  mm.?     (Queen's  Coll.,  Galway,  1897.) 

Ans.  0.1402  gramme;   1.71  litres. 
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35.  0.2  gramme  of  iron  wire  by  solution  in  acid  gave 
83.7  c.c.  of  hydrogen  at  12°  C.  and  750  mm.     What  per- 
centage of  pure  iron  is  contained  in  the  sample?    (Mason 
Coll.)  Ans.  98.9%. 

36.  A  blue  flame  is  often  seen  at  the  top  of  a  coke  or 
charcoal  fire.     To  what  substance  is  it  due  and  how  is  the 
flame  formed?    Suppose  that  the  coke  used  contained  90% 
of  carbon  and  it  was  entirely  converted  into  this  substance, 
how  much  coke  would  be  needed  to  make  10,000  litres 
measured  at  15° C.  and  750  mm.?    (London  Matric.) 

Ans.  55  70  grammes. 

37.  50   grammes   of  crystallized   oxalic   acid    (H2C2O4, 
2  H2O)  are  decomposed  by  heating  with  strong  sulphuric 
acid.     What  is  the  composition  of  the  gas  evolved,  and 
what  volume  (in  c.c.)  will  it  occupy  if  measured  at  15°  C. 
and  748  mm.?     (Mason  Coll.) 

Ans,   Equal  volume  of   carbon   monoxide   and   carbon 
dioxide.      Total  volume  =  19,052  c.c. 

38.  What  volume  of  gas  measured  at  standard  tempera- 
ture and  pressure  would  be  evolved  by  the  action  of  con- 
centrated sulphuric  acid  :    (a)  on   10  grammes  of  oxalic, 
(<£)  on  10  grammes  of  formic  acid,  both  anhydrous?    (Aber- 
deen Univ.,  1891.)     Anhydrous  oxalic  acid  has  the  formula 
C2H2O4,  and  formic  acid  the  formula  H2CO2,  and  the  latter 
decomposes  according  to  the  equation 

H2CO2  =  H2O  +  CO. 

Ans.   (a)  4.98  litres ;  (b)  4.86  litres. 
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39.  What  volume  of  nitric  oxide  gas  measured  at  o°  C. 
and  760  mm.  can  be  obtained  by  acting  on  1000  grammes 
of  ferrous  sulphate  (FeSO4,  7  H2O)  with  the  necessary  quan- 
tities of  nitric  and  sulphuric  acids?     (Edin.  Univ.,  1889.) 
The  equation  is 

6(FeS04,  7  H20)  +  2  HNO3  +  3  H2SO4 

=  3  Fe2(SO4)8+  46  H2O  +  2  NO    Ans.  26.86  litres. 

40.  How  many  litres  of  nitric  oxide  gas  measured  at 
750  mm.   and    10°  C.   can  be  obtained  by  treating   100 
grammes  of  ferrous  chloride  (FeCl2)  with  excess  of  nitric 
acid?     (Edin.  Univ.,  1871.)  Ans.  6.17  litres. 

41.  A  solution  of  potassium   permanganate   containing 
31.6  grammes  per  litre  was  added  to  20  c.c.  of  a  solution 
of  hydrogen  peroxide  acidulated  with  sulphuric  acid  till  the 
colour  was  no  longer  destroyed.     35.8  c.c.  of  the  perman- 
ganate solution  were  used.     What  amount  of  peroxide  was 
present  per  100  c.c.  of  the  solution?    It  was  observed  that 
gas  was  given  off.    What  volume  would  100  c.c.  of  peroxide 
solution  have  afforded?    (London  Univ.  B.  Sc.,  1893.)    The 

equation  is 

2  KMnO4  +  5  H2O2  +  3  H2SO4 

=  K2SO4  +  2  MnSO4  +  8  H2O  +  5  O2. 
The  weight  of  permanganate  in  35.8  c.c. 

_  35^_  x  3I  6  _  j  I33  grammes. 

IOOO 

Weight  of  peroxide  in  20  c.c. 

=  ^SS  X  Hi  —  °-6°8  8ramme- 


WEIGHT  AND    VOLUME  6/ 

Weight  of  peroxide  in  100  c.c. 

=  0.608  X  5  =  3.04  grammes. 

3  04 
Volume  of  oxygen  =  -  —  x  112  =  2.005  litres. 

42.  0.2  gramme  of  a  dyad  metal  when  dissolved  in 
hydrochloric  acid  evolved  83.81  c.c  of  hydrogen  measured 
in  the  moist  state  under  a  pressure  of  750  mm.  and  at  15°  C. 
Calculate  the  atomic  weight  of  the  metal,  vapour  press- 
ure of  water  at  15°  C.  being  12.7  mm.  (London  Univ., 
Intermediate  Exam,  in  Science,  1895.)  The  formula  of 
the  chloride  is  RC12,  where  R  stands  for  metal,  since  the 
latter  is  dyad.  The  pressure  of  hydrogen  is  750  —  12.7  = 
737.3  mm.  The  volume  of  hydrogen  under  standard 
conditions 


The  problem  reduces  itself  to  :  If  0.2  gramme  of  the 
metal  yield  77.19  c.c.  of  hydrogen,  how  much  will  yield 
22,400  c.c.?  Ans.  58.1,  which  is  the  atomic  weight. 

43.  What  volume  of  air  would  be  required  for  the  com- 
plete combustion  of  100  litres  of  a  gas  containing  hydrogen 
46%,  marsh  gas  40%,  olefiant  gas  14%  by  volume?    (Lon- 
don Int.  Sci.,  1889.) 

Ans.  Of  air  containing  20%  oxygen,  725  litres. 

44.  One  gramme  of  a  metal  A  when  dissolved  in  acid 
liberates   930  c.c.  of   hydrogen   measured   at    18°  C.  and 
750  mm.  ;    also  i  gramme  of  a  metal  B  when  dissolved 
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in  nitric  acid  yields  1.65  grammes  of  nitrate.  From  these 
data  calculate  the  equivalent  of  each  metal.  (London 
Univ.  Int.  Sci.,  1890.)  Ans.  A  13 ;  ^95.4. 

45.  What  volume   of    air  containing   21%    of   oxygen 
measured  at  20°  C.  and  760  mm.  will  be  required  to  burn 
completely  10  grammes  of  pure  carbon?     (London  Univ., 
Prelim.  Sci.  Med.,  January,  1890.)  Ans.  95.4  litres. 

46.  What  weight  of  potassium  bichromate  would  be  re- 
quired to  provide  enough  chlorine  to  combine  with  20  litres 
of  ethylene  measured  at  20°  C.  and  770  mm.? 

Ans.  82.6  grammes. 

47.  How  much  calcium  carbide  would   be  required  to 
produce  enough  acetylene  to  yield,  on  combustion,  14  litres 
of  carbon  dioxide  measured  at  15°  C.  and  740  mm.,  and 
what  volume  of  oxygen  at  the  same  temperature  and  press- 
ure would  be  needed? 

Ans.  18.5  grammes  calcium  carbide;  17.5  litres  of  oxygen. 

48.  What  volume  of  oxygen   measured   at   10°  C.  and 
780  mm.  pressure  would  be  required  for  the  complete  com- 
bustion of  the  marsh  gas  obtainable  from   20.5   grammes 
of  sodium  acetate?  Ans.  11.3  litres. 


CHAPTER  VI 

CALCULATIONS  IN  VOLUMETRIC  ANALYSIS 

IT  is  not  within  the  scope  of  this  little  book  to 
treat  at  all  fully  the  subject  of  volumetric  analysis, 
but  a  few  examples  may  be  given  to  illustrate  the 
principles  set  forth  in  the  preceding  chapters. 

In  volumetric  analysis,  solutions  are  used  whose 
strength  is  known.  In  some  cases  the  strength  may 
follow  no  regular  system.  These  may  be  called  arbi- 
trary solutions,  or  unsystematic  solutions.  For  ex- 
ample, a  potassium  permanganate  solution  might  be 
made  up,  somewhat  at  haphazard,  and  be  found  by 
testing  to  have  such  a  strength  that  i  c.c.  of  it  will 
oxidize  0.01324  gramme  of  iron  from  the  ferrous  to 
the  ferric  condition ;  in  other  words,  change  the 
amount  of  ferrous  sulphate,  containing  that  much 
iron,  into  ferric  sulphate  (sufficient  sulphuric  acid 
being  assumed  present). 

It  will  readily  be  seen  that  if  a  gramme  of  ore  is 
taken,  each  c.c.  of  the  permanganate  used  will  repre- 

69 
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sent  1.324%  of  iron  (for  it  is  0.01324  gramme  in  one 
gramme). 

To  simplify  calculations,  solutions  which  may  be 
called  even-number  solutions  are  sometimes  used.  For 
example,  if  a  permanganate  solution  is  prepared  so  that 
each  cubic  centimetre  equals  o.oioo  gramme  of  iron, 
then,  if  i  gramme  of  ore  require  31.2  c.c.  of  this  solu- 
tion, the  amount  of  iron  is  seen  at  once  to  be  31.2%. 
Even-number  solutions  are  the  most  convenient  ones, 
so  far  as  saving  of  calculation  goes,  in  cases  where 
only  a  single  substance  is  to  be  determined  with  the 
volumetric  solution ;  but  where  several  substances  are 
to  be  determined  with  the  solution,  the  latter  will  be 
an  even-number  solution  for  not  more  than  one  of 
the  substances.  For  instance,  a  solution  of  perman- 
ganate which  would  give  percentages  in  i  gramme 
of  iron  ore,  would  not  give  percentages  of  manga- 
nese in  i  gramme  of  a  manganese  ore,  or  per- 
centages of  oxalic  acid  in  an  impure  oxalate. 

When  the  solution  is  used  for  varied  purposes,  cal- 
culations are  somewhat  simplified  by  the  use  of  nor- 
mal solutions,  or  solutions  which  bear  some  simple 

^ 

numerical  relation  to  the  latter,  such  as  \  normal,  -^ 
normal  (decinormal),  or  yj^  normal  (centinormal). 
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This  saving  in  calculation  is  usually  accomplished 
by  taking  a  weight  of  the  substance  for  analysis 
which  bears  a  simple  relation  to  the  standard,  or  for- 
mula, weight  of  the  substance  sought.  For  example, 
if  0.56  gramme  of  iron  ore  is  taken,  each  cubic  cen- 
timetre of  a  decinormal  potassium  bichromate  solution 
will  correspond  to  i%  of  iron,  or,  if  0.80  gramme 
of  ore  is  taken,  will  correspond  to  i  %  of  ferric  oxide 
(Fes08).  : 

The  statement  just  made  involves  a  distinct  defi- 
nition of  the  term  "normal,"  and  since  the  term  is 
used  in  different  senses  by  different  chemists,  it  is 
always  necessary,  in  working  problems  involving  the 
term,  to  make  sure  that  the  definition  required  by  the 
problem  is  clearly  borne  in  mind. 

According  to  one  definition,  the  normal  solution 
contains  the  standard,  or  molecular,  weight  in 
grammes,  of  the  substance  in  i  litre;  according 
to  another  definition,  the  normal  solution  contains 
the  gramme  equivalent  of  the  substance  per  litre; 
while,  according  to  a  third  definition,  the  normal 
solution  contains  the  hydrogen  equivalent  in  grammes 
per  litre.  According  to  any  of  the  definitions  the 
standard,  or  normal,  solution  of  hydrochloric  acid 
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would  have  a  weight  of  36.5  grammes  of  pure  hydro- 
chloric acid  in  the  volume  of  i  litre.  According  to 
the  first  definition,  normal  sulphuric  acid  solution 
would  have  98  grammes  of  sulphuric  acid  (H2SO4) 
in  the  litre.  But  98  grammes  of  pure  sulphuric  acid 
would  neutralize  twice  as  much  caustic  potash  as 
36.5  grammes  of  pure  hydrochloric  acid,  so  that,  if 
the  acid  solutions  are  to  be  equivalent,  the  sulphuric 
acid  should  contain  only  49  grammes  of  sulphuric 
acid,  which  is  the  normal  solution  according  to  the 
second  definition. 

The  potassium  permanganate  solution,  which  has 
the  formula  weight  KMnO4  of  salt  in  a  litre,  is  capa- 
ble of  oxidizing  five  times  the  amount  of  hydrogen 
contained  in  the  normal  solution  of  hydrochloric 
acid,  and,  according  to  the  third  definition,  the  nor- 
mal solution  would  contain  ^f-8-  grammes  (-J  KMnO4) 
per  litre ;  that  is,  has  one-fifth  the  concentration  of 
the  normal  solution,  according  to  the  first  definition. 

The  second  and  third  definitions  amount  to  the 
same  thing  in  most  cases ;  but  since  there  may  be 
ambiguity,  in  some  instances,  as  to  the  signification 
of  "  equivalent  weight,"  the  term  "  normal  solution  " 
will,  in  this  chapter,  be  used  in  the  sense  of  the  third 
definition. 
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Problem.  —  If  i  c.c.  of  hydrochloric  acid  neutral- 
izes 0.0.106  gramme  of  sodium  carbonate,  what 
weight  of  silver  chloride  will  be  precipitated  when 
i  c.c.  is  added  to  excess  of  silver  nitrate  solution  ? 
(Yale  Scientific  School,  1898.) 

The  equations  are 

Na2CO3    +    2HC1    =    2NaCl    +    H2O    +    CO2 
AgN03    +    HC1    =    AgCl    +    HNO8 

which  show  that  two  formula  weights  of  silver 
chloride  correspond  to  one  formula  weight  of  sodium 
carbonate. 

2  x  143.5  grammes  of  silver  chloride  are  pre- 
cipitated by  the  acid  which  is  neutralized  by  106 
grammes  of  sodium  carbonate,  or  0.0287  gramme  of 
silver  chloride  corresponds  to  0.0106  gramme  of 
sodium  carbonate,  and  would  therefore  be  pre- 
cipitated by  i  c.c.  of  the  given  hydrochloric  acid 
solution. 

Problem.  —  If  i  c.c.  acid  =  1.25  c.c.  alkali  solution, 
and  if  to  standardize  50  c.c.  acid  solution,  10  c.c. 
alkali  solution  and  0.25  gramme  of  sodium  car- 
bonate are  used ;  i  c.c.  alkali  is  equivalent  to  what 
weight  of  actual  hydrochloric  acid  (HC1)? 
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I  c.c.  acid  =  what  weight  of  nitrogen  (by  Kjeldahl)  ? 
(Yale  Scientific  School,  1898.) 

10  c.c.  alkali  solution  =  8  c.c.  acid,  so  that  42  c.c. 
acid  solution  are  neutralized  by  0.25  gramme  of 

c*\  *y  w 

sodium  carbonate,  or  I  c.c.  by  — — -  gramme. 

42 

By  the  equation  above,  73  grammes  of  hydro- 
chloric acid  neutralize  106  grammes  of  sodium  car- 

C\  1  C 

bonate,  and   hence  to   neutralize    •  —    gramme    of 

42 

sodium  carbonate,  73  x •*     =  0.004099   gramme 

42  x  100 

of  actual  hydrochloric  acid  is  necessary. 

By  Kjeldahl's  method  nitrogen  is  converted  into 
ammonia,  and  each  standard  weight  of  nitrogen, 
namely  14,  corresponds  to  the  standard  weight  of 
hydrochloric  acid,  36.5. 

Therefore,  the  nitrogen  is 

0.004099  x  -^-  =  0.001572  gramme. 
36.5 

Problem. — What  volume  of  centinormal  acid 
would  be  required  to  neutralize  0.005  gramme  of 
potassium  carbonate  (K2CO8)? 

The  equation 

K2C03    +     2  HC1    =     2  KC1    +     H2O    +    COa 
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shows  that  138  grammes  of  potassium  carbonate 
are  neutralized  by  twice  the  amount  of  hydrochloric 
acid  contained  in  a  litre  of  normal  strength;  and 
as,  according  to  the  definition  of  normal  which  we 
adopt,  all  acids  of  normal  strength  are  equivalent, 
138  grammes  of  potassium  carbonate  would  be 
neutralized  by  2  litres  of  any  acid  of  normal 
strength,  or  by  200  litres  of  acid  of  centinormal 
strength. 

To  neutralize  0.005  gramme  of  carbonate, 

200  x  ao°5  =  0.007242  litre  =  7.24  c.c.1 


Problem.  —  How  many  cubic  centimetres  of  a  deci- 
normal  permanganate  solution  would  be  required  to 
just  produce  a  colour  in  100  c.c.  of  a  centinormal 

1  While  the  above  is  the  exact  interpretation  of  the  equation,  it 
is  more  common  to  express  the  fact  in  a  slightly  different  form,  and 
instead  of  saying  that  the  formula  weight  of  potassium  carbonate 
requires  twice  the  formula  weight  of  hydrochloric  acid,  to  say  that 
half  the  formula  weight  of  potassium  carbonate  requires  the  formula 
weight  of  hydrochloric  acid,  or  that  since  the  formula  weight  of 
potassium  carbonate  contains  twice  the  standard  (or  atomic)  weight 
of  potassium,  half  of  its  formula  (or  molecular)  weight  must  be 
taken  to  be  equivalent  to  the  formula  (or  molecular)  weight  of 
hydrochloric  acid  which  contains  the  standard  (or  atomic)  weight 
of  hydrogen. 
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solution  of  peroxide  of  hydrogen  to  which  sulphuric 
acid  is  added  ? 
The  equation 

2KMn04     +     5H2O2     +     3  H2SO4 
=     K2SO4     +     2MnSO4     + 


represents  the  fact  that  the  oxygen  comes  equally 
from  the  permanganate  and  from  the  peroxide,  and 
therefore  the  normal  solutions  are  equivalent;  and, 
therefore,  10  c.c.  of  a  decinormal  permanganate  is 
equal  to  100  c.c.  of  a  centinormal  peroxide  solution. 
Problem.  —  What  must  be  the  strength  of  a 
ferrous  sulphate  solution  such  that  100  c.c.  of  it 
will  be  sufficient  just  to  decolourize  20  c.c.  of  a  per- 
manganate solution  containing  15.8  grammes  of  salt 
per  litre  ? 

10  FeSO4  +  8  H2SO4  4-  2  KMnO4 

10  X  152  2  X   158 

=    5Fe2(S04)3  +  K2SO4  +  2  MnSO4  +  8  H2O 

From  this  equation  it  is  evident  that  2  x  158 
grammes  of  permanganate  oxidize  lox  152  grammes 
of  ferrous  sulphate;  and,  therefore,  if  the  perman- 
ganate could  oxidize  an  equal  volume  of  the  ferrous 
sulphate  solution,  the  latter  must  contain  5  x  152 
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grammes  of  ferrous  sulphate  for  every  158  grammes 
of  potassium  permanganate  in  the  permanganate 
solution.  In  the  problem  we  have  assumed  the 
ferrous  sulphate  solution  to  be  only  one-fifth  as 
strong,  and  therefore  it  must  contain  152  grammes 
of  sulphate  for  every  158  grammes  of  permanganate, 
or  15.2  grammes  per  litre.  If  we  were  dealing  with 
crystallized  ferrous  sulphate  (FeSO4,  7  H2O),  the 
amount  required  would  be  27.8.  It  is  important  to 
notice  this,  since  the  salt  is  usually  weighed  out  in 
the  crystalline  form. 

Problem.  —  What  weight  of  iron  is  contained  in 
I  c.c.  of  the  ferrous  sulphate  solution  in  the  last 
question,  and  what  per  cent  of  iron  is  there  in  an 
ore  if  13.6  c.c.  of  the  permanganate  solution  be  used 
for  i  .42  grammes  of  ore  ? 

The  iron  is  -f£%  of  the  ferrous  sulphate;  there- 
fore, since  there  is  15.2  grammes  ferrous  sulphate 
per  litre,  there  would  be  5.6  grammes  of  iron  per 
litre,  or  0.0056  gramme  per  i  c.c. 

The  permanganate  solution  in  the  given  case  is 
capable  of  oxidizing  five  times  its  volume  of  a 
ferrous  sulphate  solution  containing  this  quantity  of 
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iron;  therefore,  13.6  c.c.  of  permanganate  solution 
would  oxidize  13.6  x  5  =  68  c.c.  of  ferrous  sulphate, 
which  contains  68  x  0.0056  =  0.3808  gramme  of  iron. 
1.42  grammes  of  ore  contains  0.3808  gramme  of 
iron,  or  26.82  %. 

Problem. — What  weight  of  ore  must  be  taken  so 
that  the  number  of  cubic  centimetres  of  the  perman- 
ganate solution  above  will  represent  the  percentage 
in  iron  ? 

i  c.c.  of  the  permanganate  is  equivalent  to 
0.0056  x  5  =  0.028  gramme  of  iron,  and  if  this  is 
equal  to  i  %,  the  total  ore  must  be  2.8  grammes. 

Problem. — What  must  be  the  strength  of  a  per- 
mangate  solution  if  the  burette  reading  in  cubic 
centimetres  gives  the  percentage  of  iron  direct  when 
0.7  gramme  of  ore  is  taken  ? 

In  this  case  i  c.c.  of  permanganate  must  corre- 
spond to  0.007  gramme  of  iron,  since  if  the  substance 
were  pure  iron,  100  c.c.  of  the  permanganate  would 
be  necessary  for  the  0.7  gramme;  and  since  15.8 
grammes  of  the  permanganate  correspond  to 
5.6  x  5  =  28  grammes  of  iron,  the  permanganate 
solution  required  by  the  problem  must  contain 
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0.7  x        iss  0.395  gramme  permanganate  per  looc.c., 
or  3.95  grammes  per  litre. 

Problem.  —  i  c.c.  of  a  permanganate  solution  is 
equivalent  to  (will  oxidize)  0.014  gramme  of  iron; 

1  c.c.  is  equivalent  to  what  weight  of  manganese  in 
a  hot  neutral  solution  (Volhard's   method)?     (Yale 
Scientific  School,   1898.) 

This  reaction  goes  according  to  the  equation 

3MnSO4     4-     2KMnO4     +     2  H2O 
=     5  MnO2     +     K2SO4     +     2'H2SO4 

The  equation  which  represents  the  reaction  of  per- 
manganate with  a  ferrous  salt  shows  that  2  KMnO4 
oxidizes  loFe;  while  this  equation  shows  that 

2  KMnO4   oxidizes    3  Mn.      Therefore    the    amount 
of  permanganate  which  would  oxidize  10x56=560 
grammes  of  iron  would  oxidize  3  X  55  =  165  grammes 
of  manganese. 

The  answer  to  the  problem  is  therefore  ^ff  x  0.014 
=  0.0041  gramme  of  manganese. 

Problem.  —  If  10  c.c.  of  a  permanganate  solution 
are  heated  with  hydrochloric  acid,  the  liquid  evap- 
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orated  with  excess  of  sulphuric  acid,  the  residue 
taken  up  with  water,  neutralized  with  zinc  oxide, 
and  boiled,  how  many  cubic  centimetres  of  the 
same  permanganate  solution  will  be  required  to  pre- 
cipitate the  manganese  ?  (Yale  Scientific  School, 
1899.) 

The  question  gives  the  details  of  the  Volhard 
process,  and  the  equation  in  the  last  problem  shows 
that  there  is  f  as  much  manganese  in  the  perman- 
ganate as  in  the  manganese  sulphate,  and  therefore, 
if  a  given  quantity  of  permanganate  is  changed  to 
manganese  sulphate,  it  will  require  f  as  much  per- 
manganate to  oxidize  it  again  to  the  condition  of 
dioxide;  hence  in  this  case  6f  c.c. 

Problem.  —  A  solution  of  permanganate  contain- 
ing 6.32  grammes  per  litre : 

(a)  What  is  its  strength  in  terms  of  Fe2O3? 

(£)  What  amount  of  iron  ore  must  be  weighed 
out  so  that  each  cubic  centimetre  used  will  repre- 
sent one  per  cent  of  iron  (Fe)? 

(c)  What  is  the  strength  of  this  solution  against 
manganese  by  Volhard's  method  ?  (Columbia  Univ.) 
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Ans.    (a)    0.0160    gramme    of    Fe2O3   per    cubic 
centimetre. 

(b)  1.12  grammes. 

(c)  0.0033   gramme   manganese   per  cubic 

centimetre. 

Problem.  —  If  0.5  gramme  of  iron  is  dissolved, 
without  oxidation,  in  water  containing  5  grammes 
of  sulphuric  acid  (H2SO4),  and  the  requisite  amount 
of  permanganate  is  run  in,  what  weight  of  free 
acid  will  the  solution  contain  ?  (Yale  Scientific 
School,  1899.) 

By  examination  of  the  equations  it  will  be  seen 
that  in  order  to  dissolve  the  iron  and  to  complete 
the  reaction  with  permanganate,  i8H2SO4  is  re- 
quired for  loFe;  therefore,  for  0.5  gramme  of 
iron  -  x  9  x  0.5  gramme  of  sulphuric  acid  are 
necessary;  therefore  the  free  acid  is 


5  ~  x  °-s   =  3425  grammes. 

x  5 


Problem.  —  Two  grammes  of  ore  containing  ar- 
senic were  treated  according  to  Pearce's  method, 
and  the  silver  in  the  silver  arsenate  determined 

by    titration    with    ammonium    sulphocyanate  ;     the 
G 
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amount  was  27.9  c.c.,  the  strength  of  solution 
i  c.c.  =  0.007  gramme  of  silver.  What  was  the 
percentage  of  arsenic? 

Pearce's  method  consists  in  obtaining  neutral  so- 
dium ar  sen  ate,  precipitating  the  arsenic  acid  as 
silver  arsenate,  collecting  the  precipitate  and  dis- 
solving in  nitric  acid,  and  titrating  with  ammonium 
sulphocyanate  solution. 

In  the  problem  given,  the  silver  used  was  27.9 
x  0.0007  =  0.1953  gramme,  and  from  the  formula 
of  the  precipitate  Ag3AsO4,  3  x  108  =  324  parts 
of  silver  correspond  to  75  parts  of  arsenic,  there- 
fore the  arsenic  =  0.1953x^^  =  0.0452  gramme 
in  2  grammes  of  ore;  that  is,  2.26%. 

Problem.  —  How  much  crystallized  sodium  thio- 
sulphate  (Na2S2O3,  5  H2O)  must  be  dissolved  in 
water  and  diluted  to  i  litre  to  give  a  solution  whose 
strength  is  i  c.c.  =  0.015  gramme  of  copper? 


2Cu(N03)2  +  4KI  =   Cu2I2  +  I2  + 
I2  -f   2Na2S2O3  =   Na2S4O6  +   2  Nal 

that  is,  one  standard  weight  of  copper  63.5   corre- 
sponds   to    one    formula    weight    of     thiosulphate 
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(Na2S2O3,    5H2O)    248;     therefore,   0.015: 

0.05859   gramme   of   thiosulphate    per    cubic    centi- 
metre, or  58.59  grammes  per  litre. 

Problem.  —  What  weight  of  crystallized  sodium 
thiosulphate  will  make  1000  c.c.  of  a  solution, 
i  c.c.  of  which  will  be  equivalent  to  0.0008  gramme 
of  oxygen  (available),  by  Bunsen's  method  of  dis- 
tilling a  higher  oxide  of  manganese  with  hydro- 
chloric acid  and  collecting  the  chlorine  in  potassium 
iodide  solution?  (Yale  Scientific  School,  1898.) 

0.0008  gramme  of  oxygen  corresponds  to  0.00355 
gramme  of  chlorine,  and  this  to  0.0127  gramme  of 
iodine,  and  by  the  equation  above  0.0127  gramme 
iodine  corresponds  to  0.0248  gramme  of  thiosulphate 
crystals;  therefore,  1000  c.c.  should  contain  24.8 
grammes  of  sodium  thiosulphate  crystals. 

Problem.  —  We  have  a  rich  copper  matte  and 
decide  to  take  0.5  gramme  for  analysis.  How  much 
sodium  thiosulphate  (Na2S2O3)  per  litre  will  give  a 
solution  such  that  i  c.c.  will  equal  2%  of  copper? 
(Columbia  Univ.) 

From  the  equations  above,  63.5  grammes  of  cop- 


84  ARITHMETIC  OF  CHEMISTRY 

per  require  158  grammes  of  thiosulphate ;  hence  0.5 
gramme  of  copper  would  require  — S—  x  0.5  =  1.2442 

grammes  of  thiosulphate,  which  must  be  contained 
in  50  c.c.,  since  if  the  ore  were  pure  copper,  50  c.c. 
of  the  thiosulphate  solution  must  be  added,  accord- 
ing to  the  conditions  of  the  problem. 

There  must  therefore  be  1.2442x20  =  24.884 
grammes  per  litre. 

Problem.  —  I  c.c.  of  a  potassium  bichromate  solu- 
tion contains  x  grammes  of  the  pure  salt.  i  c.c. 
will  liberate  what  weight  of  iodine  from  an  acid 
solution  of  potassium  iodide  ?  I  c.c.  will  be  equiva- 
lent to  what  weight  of  iron  ? 

The  equation 

K2Cr207     +     6KI     +     I4HC1 

=     8KC1     +     2CrCl3     +     3l2     +     7Ha° 

shows  that  294  grammes  of  bichromate  yield  762 
grammes  of  iodine;  hence  |ff^  is  the  weight  of 
iodine. 

A  consideration  of  the  equation  will  show  that 
there  are  16  x  3  =  48  grammes  of  oxygen  useful 
for  oxidizing  purposes  in  294  grammes  of  bichro- 
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mate ;  or,  as  is  usually  said,  there  is  3  O  (available) 
which  will  oxidize  6Fe  from  ferrous  to  ferric  con- 
dition ;  hence  the  weight  of  iron  is  —x. 

294 

Problem.  —  Suppose  i  c.c.  of  permanganate  solu- 
tion is  equivalent  to  0.028  gramme  of  iron.  What 
will  be  the  strength  of  the  oxalic  acid  solution,  such 
that  it  will  just  decolourize  an  equal  volume  of  the 
permanganate  ? 

Since  158  grammes  of  permanganate  oxidizes 
56  x  5  =  280  grammes  of  iron,  the  solution  of  perman- 
ganate in  the  example  must  contain  15.8  grammes 
per  litre. 

But  from  the  equation 

2  KMn04  +  5  (COOH)2  +  3  H2SO4 

=  K2SO4  +  2  MnSO4  +  10  CO2  -f  8  H2O 

it  is  evident  2  x  158  grammes  of  permanganate 
oxidize  5  X  90  grammes  of  oxalic  acid.  Therefore, 
the  solution  of  oxalic  acid  to  be  equivalent  to  the 
permanganate  must  contain  |X9=22.5  grammes 
oxalic  acid  per  litre. 

Problem.  —  Compare    the    phosphorus    standard 
with  the  iron  standard  for  potassium  permanganate. 
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When  phosphorus  is  precipitated  as  yellow  ammo- 
nium phospho-molybdate,  the  ratio  is  one  standard 
weight  of  phosphorus  (P)  to  12  standard  weights 
of  molybdic  acid  (MoO3),  and  the  weight  of  the 
phosphorus  is  yf \-%  that  of  the  molybdic  acid. 

The  molybdic  acid  is  then  reduced  to  the  com- 
pound represented  by  the  formula  Mo2O3,  which  is 
oxidized  by  permanganate  according  to  the  equation 

5  Mo2O3  +  6  KMnO4  +  9  H2SO4 

=  10  MoO3  +  3  K2SO4  +  6  MnSO4  +  9  H2O 

so  that  6  KMnO4  corresponds  to  10  MoO3. 

But  we  saw  that  6  KMnO4  corresponds  to  30  Fe, 
so  that  MoO3  corresponds  to  3  Fe,  or  144  grammes 
of  molybdic  acid  correspond  to  168  grammes  of  iron. 

But  31  grammes  of  phosphorus  correspond  to 
1728  grammes  of  molybdic  acid;  therefore  to  1728 
X  \\ f  grammes  of  iron. 

Therefore, 

phosphorus  standard  :  iron  standard 
=  31  :  1728  x  jff  =  0.01538:  i, 

which  means  that,  in  the  titration  for  phosphorus, 
i  c.c.  of  permanganate  solution  represents  a  much 
smaller  amount  of  phosphorus  than  it  would  of  iron, 
in  an  iron  estimation. 
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Problem.  —  If  a  sample  of  iron  contains  97%  pure 
iron,  and  if  it  requires  as  much  of  the  given  perman- 
ganate solution  in  the  phosphorus  estimation  as  in 
the  iron  estimation,  what  is  the  percentage  of  phos- 

phorus  ?  31x97x144  =  M92%.  Atu. 

1 68  x  1728 

Problem.  —  What  weight  of  substance  must  be 
weighed  out  for  analysis : 

(a)  so  that  i  c.c.  of  the  decinormal  acid  will  be 
equivalent  to  i  %  of  nitrogen  by  Kjeldahl  ? 

(b)  so  that  i  c.c.  of  the  same  acid  will  represent 
i  %  of  sodium  carbonate  (Na2CO3)  ? 

(c)  i%  of  sodium  oxide  (Na2O).     (Yale  Scientific 
School,  1898.) 

(a)  o.i 4  gramme;    (b)  0.53  gramme; 

(c)  0.31  gramme. 

Problem.  —  A  quantity  of  caustic  potash  solution 
requires  32  c.c.  of  normal  acid  solution  to  neutralize 
it.  What  is  the  weight  of  potassium  hydrate  (KOH) 
in  the  solution  ?  Ans.  1.792  grammes. 

Problem.  —  5.3  grammes  of  moist  sodium  carbonate 
require  90  c.c.  of  a  normal  solution  of  acid  to  neu- 
tralize it.  What  is  the  percentage  of  water  ? 

Ans.  10%. 
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Problem.  —  If  a  solution  of  silver  nitrate  contains 
17  mg.  of  salt  per  cubic  centimetre,  how  many  cubic 
centimetres  of  a  centinormal  potassium  chloride  solu- 
tion would  be  needed  to  precipitate  the  silver  con- 
tained in  9.64  c.c.  of  the  silver  nitrate  solution  ? 

17  mg.  per  cubic  centimetre  is  the  same  as  17 
grammes  per  litre;  therefore  the  silver  solution  is 
decinormal,  and  will  therefore  require  10  times 
its  volume  of  the  centinormal  potassium  chloride 
solution,  or  96.4  c.c. 


CHAPTER  VII 

CALCULATION  OF  FORMULA 

THE  organic  chemist  very  frequently  meets  the 
problem  of  determining  what  formula  to  give  a  sub- 
stance with  which  he  is  dealing.  In  order  to  do  this, 
he  must,  after  determining  what  the  constituents  of 
the  substance  are,  find  out  the  relative  quantities  of 
these  constituents.  This  really  amounts  to  finding 
the  percentage  composition  of  the  substance,  and 
though  it  is  not  actually  necessary  to  calculate  out 
the  percentage  composition,  this  is  usually  done,  and 
the  chemist  sets  down  the  figures  representing  the 
percentage  composition,  and  gives  the  formula  that 
he  calculates  from  these  figures. 

The  constituent  elements  of  the  substance  are  not, 
in  general,  separated  and  weighed,  but  they  are  con- 
verted into  compounds  whose  composition  is  already 
known.  For  instance,  it  is  not  feasible  to  separate 
the  carbon  from  alcohol  and  determine  its  amount 
in  that  way,  but  it  is  very  easy  to  burn  the  alcohol 

89 
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in  such  a  manner  that  all  the  carbon  dioxide  pro- 
duced may  be  collected  and  weighed.  In  the  same 
way,  hydrogen  is  weighed  as  water,  chlorine  is  con- 
verted into  silver  chloride,  and  sulphur  into  barium 
sulphate.  When  we  know  the  amount  of  each  of 
these  substances  produced,  there  is  no  difficulty  in 
calculating  the  amount  of  the  element  which  we  are 
considering. 

Carbon,  for  instance,  is  \\  the  weight  of  the  car- 
bon dioxide  produced  by  its  combustion,  hydrogen 

is  -A-  the  weight  of  the  water,  chlorine  is  the 

143-5 

weight  of  the  silver  chloride  obtained,  and  sulphur 
the  weight  of  the  barium  sulphate. 


Example.  —  When  1.124  grammes  of  chloroform 
are  burned,  0.4139  gramme  of  carbon  dioxide  and 
0.0846  gramme  of  water  are  obtained.  If  the  same 
quantity  is  treated  in  the  proper  way,  it  yields  4.050 
grammes  of  silver  chloride.  These  are  all  of  the 
results  obtained  by  actual  analysis;  it  remains  for 
us  to  see  how  the  formula  of  chloroform  may  be 
deduced  from  these  data. 

We  know  that  when  12  grammes  of  carbon  are 
burned,  44  grammes  of  carbon  dioxide  are  obtained, 
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and  therefore  that  the  amount  of  carbon  is  ^f  of  the 
amount  of  carbon  dioxide  produced  by  its  combus- 
tion. The  amount  of  carbon  in  1.124  grammes  of 
chloroform  must  therefore  be 

0.4139  x  -^f  =  0.1127  gramme. 

In  the  same  manner,  2  grammes  of  hydrogen  yield 
1 8  grammes  of  water,  and  therefore  the  amount  of 
hydrogen  is  -f-g  of  the  amount  of  water  produced  by 
the  combustion.  The  amount  of  hydrogen  in  1.124 
grammes  of  chloroform  is  therefore 

0.0846  x  T2¥  =  0.0094  gramme. 

Also  35.5  grammes  of  chlorine  gives  143.5  grammes 
of  silver  chloride,  and  therefore  the  amount  of  chlo- 
rine is  of  the  amount  of  silver  chloride.     The 
143-5 

amount  of  chlorine  in  1.124  grammes  of  chloroform 

is  therefore  4.050  x  =  1.002  grammes. 

!43-5 

We  know  that  every  standard  quantity  of  carbon, 
which  we  represent  by  the  symbol  C,  weighs  1 2  times 
as  much  as  the  standard  quantity  of  hydrogen,  which 
we  represent  by  the  symbol  H  ;  so  that  if  the  weight 
of  carbon  actually  found  is  divided  by  12,  and  the 
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weight  of  the  hydrogen  by  unity,  and  the  quotient 
is  the  same,  we  know  that  there  are  just  as  many 
standard  quantities  of  carbon  as  of  hydrogen.  If 
the  quotient  obtained  by  dividing  the  weight  of  car- 
bon by  12  is  one-half  as  great  as  that  obtained  by 
dividing  the  weight  of  hydrogen  by  unity,  we  know 
that  there  are  half  as  many  standard  quantities  of 
carbon  as  of  hydrogen.  If  the  quotient  is  twice  as 
great  in  the  first  case  as  in  the  second,  we  know 
that  there  are  twice  as  many  standard  quantities  of 
carbon  as  of  hydrogen. 

In  the  same  way,  if  the  amount  of  chlorine  is 
divided  by  35.5,  the  quotient  obtained  will  show  how 
many  standard  quantities  of  chlorine,  represented  by 
the  symbol  Cl,  there  are  for  every  standard  quantity 
of  carbon  or  of  hydrogen. 

In  the  case  of  the  numbers  we  have  found  for 
chloroform,  we  observe  that 


O.I  127 

=  0.0094  =  0.0094  x  I 


12 

0.0094 
i 

i. 002 
35-5 


=  0.0094  =  0.0094  x  i 
=  0.0282  =  0.0094  x  3 
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which  gives  the  ratio  of  the  standard  quantities  of 
carbon,  hydrogen,  and  chlorine.  The  formula  for 
chloroform  is  therefore  CHC13,  or  some  multiple  of 
it  such  as  C2H2C16,  C3H3C16,  etc. 

Simple  analysis  of  the  substance  does  not  decide 
between  these  formulae,  for  all  that  the  analysis 
proves  is  that  for  every  standard  quantity  of  carbon 
there  is  one  standard  quantity  of  hydrogen  and  three 
standard  quantities  of  chlorine. 

The  formula  which  expresses  in  the  simplest  form 
the  composition  of  a  substance  is  called  its  empirical 
formula,  and  this  may  or  may  not  be  the  formula 
that  best  represents  the  standard  quantity  of  the 
substance,  which  is  ordinarily  called  the  molecular 
formula. 

When  a  substance  is  volatile,  its  vapour  density 
is  of  very  great  importance  in  deciding  what  formula 
is  best  to  apply  to  it.  Other  considerations  are 
taken  into  account,  but  this  is  the  only  one  with 
which  we  are  immediately  concerned.  The  vapour 
density  of  chloroform  shows  that  its  correct  formula 
is  CHClg,  and  not  a  multiple. 

When  the  same  quantity  of  a  substance  is  used 
for  all  determinations,  we  have  seen  that  the 
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empirical  formula  may  be  arrived  at  by  dividing 
the  quantity  of  each  element  by  the  standard  weight 
of  that  element,  the  quotients  obtained  showing  the 
relative  number  of  these  standard  weights.  In  fact, 
it  is  not  necessary  to  calculate  how  much  of  each 
element  is  present,  for  we  arrive  at  the  same  result 
if  we  divide  the  amount  of  carbon  dioxide  actually 
obtained  by  44  as  if  we  first  find  out  how  much  car- 
bon that  corresponds  to  and  divide  it  by  12.  So  also 
we  may  divide  the  weight  of  water  by  9,  since  \ 
of  the  water  is  hydrogen ;  and  in  the  same  way  we 
may  divide  the  amount  of  silver  chloride  by  143.5. 

But  though  carbon  and  hydrogen  are  always  es- 
timated together,  chlorine,  sulphur,  and  nitrogen  are 
always  estimated  in  separate  experiments,  and  usu- 
ally with  different  amounts  of  substance.  1.124 
grammes  of  chloroform  are  far  too  much  to  take  for 
an  estimation  of  chlorine,  since  4.050  grammes  of 
silver  chloride  are  an  inconveniently  large  amount 
to  deal  with. 

But  though  different  amounts  of  substance  are 
taken  for  different  determinations,  it  is  easy  to  cal- 
culate from  the  data  obtained  how  much  of  each 
element  is  contained  in  one  gramme  of  the  sub- 
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stance,  or  in  100  grammes;  in  other  words,  to  find 
the  percentage  composition.  The  results  of  analysis 
are  therefore  usually  worked  up  into  percentages 
and  put  down  in  that  form. 

Example. — 0.353   gramme  of  ethyl  sulphide  by 
combustion  gave  0.692  gramme   of   carbon   dioxide 
and  0.353   gramme  of   water.     Also,  0.241  gramme 
of  sulphide  gave  0.642  gramme  of  barium  sulphate. 
It  is  required  to  calculate  the  formula.     We  have 
Weight  of  carbon  dioxide  for  i  gramme 
=  0.692  x  -V05°/  =  1.959  grammes. 
Weight  of  water  for  i  gramme 

=  0-353  x  -^p-  =  i. ooo  gramme. 
Weight  of  barium  sulphate  for  i  gramme 

=  0.624  x  -y^  =  2.583  grammes. 
Weight  of  carbon  for  i  gramme 

1-959  x  if   =0.5342=   53-42% 
Weight  of  hydrogen  for  i  gramme 

i.ooo  x  Y2^   =0.1111=   ii.n% 
Weight  of  sulphur  for  i  gramme 

2.583  x  2%  =  0.3554  =   35-54% 
100.07 
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That  the  percentages  add  up  to  100.07  instead 
of  exactly  100  shows  a  slight  error  either  in  the 
estimation  of  the  constituents  or  in  the  calculations. 

To  get  the  formula  we  have 

Ratio 

i.ii  x    4        C 


n. n  TT 

=11.11  =  1.11x10        H 

i 


=   ..,,-i.rrx    z 

Therefore  the  formula  is  C4H10S  or  some  multiple. 
As  a  matter  of  fact,  the  way  in  which  the  substance 
is  produced  indicates  that  the  above  is  the  correct 
formula. 

As  has  been  stated,  it  is  not  absolutely  necessary 
to  calculate  the  percentage  of  each  constituent  in 
the  substance,  though  the  data  must  always  be  such 
that  the  calculation  is  possible.  This  may  be  shown 
by  an  example,  and  we  shall  choose  one  in  which 
a  nitrogen  determination  is  involved. 

When  the  volume  (at  a  certain  temperature  and 
pressure)  of  nitrogen  obtained  from  a  quantity  of 
substance  is  given,  it  is  easy  to  calculate  its  weight 
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and  therefore  the  weight  which  would  be  obtained 
from  i  gramme  of  the  substance ;  and  the  remainder 
of  the  calculation  is  similar  to  the  preceding. 

Example.  —  It  is  required  to  calculate  the  formula 
of  ethylamine  from  the  following  data : 

I.  0.263  gramme  of  substance  gives  0.515  gramme 
of  carbon  dioxide  and  0.363  gramme  of  water. 

II.  0.328  gramme  produces  109.7  c-c-  °f  nitrogen 
at  I5°C.  and  750  mm. 

The   weight   of    carbon   dioxide    produced    by    I 
gramme  is 


0-515 
The  weight  of   water  produced  by  i   gramme  is 

0.363  x^e0/  =1-380. 
The  weight  of  nitrogen  produced  by  i  gramme  is 


x  28  x  ?Z|  x  252  x  I??  =  0.311  gramme. 
22400  288     760      328 

Ratio 
1.955 
-  =  0.0445  =  O.O22  X  2  C 

44 

1.380 

—  —  =   0.153  =  0.022x7        H 

0.311 

—  -  =     0.022  =  0.022  X  I  N 
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Therefore  the  formula  is  C2H7N. 

The  results  obtained  in  actual  practice  are  not 
so  exact  as  the  figures  given  above.  The  estima- 
tion of  carbon  is  usually  too  low,  and  the  estimation 
of  hydrogen  too  high.  The  formula  is  chosen  which 
most  nearly  represents  the  results  of  experiment 
and  suits  the  chemical  character  of  the  substance. 
Then  the  percentages  of  the  elements  are  put  down 
as  calculated  from  this  formula  and  side  by  side, 
for  comparison,  the  percentages  actually  obtained. 

Example.  —  I.  0.1520  gramme  of  a  substance 
gave  0.3352  gramme  of  carbon  dioxide  and  0.0708 
gramme  of  water. 

II.  0.2071  gramme  of  the  substance  gave  64.5 
c.c.  of  nitrogen  at  23°. 5  C.  and  774.5  mm. 


Calculated  from 

formula  CgHgNi 

Found 

C 

60 

60.  16 

H 

5 

5.18 

N 

35 

35.60 

100 

100.94 

So  that  the  formula  was  probably  C8H8N4,  though 
the  analysis  was  not  very  satisfactory.     The  follow- 
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ing  results  are  more  satisfactory.     An  analysis  of 
parabromphenyl  hydrazin  gave  these  data: 

I.  0.234  gramme  of  substance  gave  0.328  gramme 
of  carbon  dioxide  and  0.082  gramme  of  water. 

II.  0.132    gramme    gave    17.5    c.c.   of    nitrogen 
measured  at  I7°C.  and  742  mm. 

III.  0.1435  gramme  gave  0.1435  gramme  of  silver 
bromide. 

Calculated  from  formula 

C6H7N2Br  Found 

C  38.50  38.28 

H  371  3-93 

N  14.97  14.94 

Br  42.72  42.56 

loo.oo  99.71 

These  results  are  better  than  those  in  the  last 
case,  not  only  because  the  percentages  found  add 
up  to  a  number  more  nearly  equal  to  100,  but 
because  the  error  in  each  determination  is  in  the 
direction  which  is  to  be  naturally  expected. 

Sometimes  two  formulae  are  given,  and  the  per- 
centages calculated  from  them  are  put  side  by  side 
with  those  actually  obtained  by  experiment. 
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Example.  —  I.  0.1541  gramme  of  a  substance 
gave  0.4426  gramme  of  carbon  dioxide  and  0.1128 
gramme  of  water. 

II.  0.1097  gramme  gave  0.3164  gramme  of  carbon 
dioxide  and  0.0824  gramme  of  water. 

III.  0.3014  gramme  gave   36.1    c.c.  of  nitrogen 
at  21°  C.  and  743.5  mm. 

Calculated  for  formula  Found 

C7H9N  CcH7N  I  II  HI 

C        78.50         77.42  78.22        78.58 

H          8.41  7.53  8.13          8.35 

N        13.09          15.06  13.0 

Here  the  first  formula  is  the  better  one,  as  is 
especially  seen  in  the  nitrogen  determination. 

It  must  always  be  borne  in  mind  that  the  results 
of  analysis  do  not  decide  between  a  formula  and  any 
multiple  of  that  formula.  This  matter  can  be  de- 
cided only  by  other  considerations,  and  among  these 
the  vapour  density  (for  any  substance  that  will  vola- 
tilize) is  a  very  important  one. 

Somewhat  similar  calculations  are  made  for  inor- 
ganic substances.  In  these  cases  it  is  sometimes 
required  to  calculate  the  standard  (or  atomic)  weight 
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of  a  metal  as  well  as  the  formula  of  the  compound. 
An  important  point  in  such  determination  is  the  spe- 
cific heat  of  the  element,  which,  multiplied  by  the 
standard  weight,  gives  a  product  approximately  equal 
to  six.  The  vapour  density  of  compounds  also  is  of 
importance  in  this  connection. 

Problems  are  sometimes  set  in  the  calculation  of 
the  formulae  of  minerals,  in  which  the  percentage  of 
each  element  is  given.  These  problems  may  be 
worked  in  exactly  the  same  way  as  when  the  formula 
of  an  organic  compound  is  required. 

In  minerals,  however,  the  constituents  vary  largely, 
one  metal  being  replaced  in  part  by  another  which 
gives  isomorphous  compounds.  In  the  case  of  min- 
erals containing  oxygen,  such  as  carbonates  and  sili- 
cates, the  metal  is  usually  estimated  as  oxide,  and  the 
percentages  given  in  that  way. 

The  following  is  an  example  given  in  the  ordinary 

f°rm:  CaO      28.4 

MgO  12.3 
FeO  12.3 
MnO  1.9 
C02  444 
99-3 
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That  the  numbers  do  not  add  up  to  exactly  100  is 
due  to  the  difficulty  in  making  a  perfectly  accurate 
analysis. 

In  the  same  manner  as  the  ratios  between  the  ele- 
ments of  organic  compounds  were  calculated,  we  may 
calculate  the  ratios  of  the  oxides.  The  quantity  of 
calcium  oxide  must  be  divided  by  56,  of  magnesium 
oxide  by  40,  and  so  on. 

Doing  this  with  the  mineral  in  question,  we  have : 

Ratio 

Calcium  oxide,        28.4%;  — ^=0.507 

Magnesium  oxide,  12.3%;  — —  =  0.307 

40 

Ferrous  oxide,        12.3%;  i-^  =  0.170    0.504 

72 

Manganese  oxide,     1.9%;    — —  =0.027 

Carbon  dioxide,      444%;  — —  =  1.009 

44 

The  ratio  of  the  calcium  oxide  to  the  magnesium 
oxide,  along  with  the  oxides  which  replace  it  isomor- 
phously,  is  i  :  i,  and  to  the  carbon  dioxide  i  :  2. 

Therefore  the  formula  may  be  written 

CaO.(Mg,  Fe,  Mn)0.2CO2 
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or  Ca(Mg,  Fe,  Mn)(CO3)2;  or  it  may  be  considered  as 
a  mixture  of  the  isomorphous  substances,  CaMg(CO3)2, 
CaFe(CO3)2,  and  CaMn(CO3)2,  the  relative  amounts 
of  these  substances  being  shown  by  the  ratios  307, 
170,  and  27.  If  the  mineral  were  pure  dolomite,  we 
should  have  more  magnesium  oxide,  instead  of  the 
iron  oxide  and  manganese  oxide.  It  is  interesting  to 
calculate  the  amount  of  magnesium  oxide  correspond- 
ing to  those  other  oxides,  and  thus  obtain  the  per- 
centage composition  of  pure  dolomite  from  the  re- 
sults of  this  analysis. 

The  weight  of  MgO  is  evidently  ff  that  of  FeO 
and  ^  that  of  MnO.  In  the  ratios  obtained  above 
we  have  already  divided  by  the  denominators  of 
these  fractions;  hence,  to  obtain  the  amounts  of 
MgO,  corresponding  to  the  FeO  and  MnO,  we 
merely  need  to  multiply  the  ratios  by  40. 

Doing  this  we  have  : 

Ratio 

FeO   0.170  x  40=    6.8%  MgO  equivalent  to  FeO 
MnO  0.027  x  40=  1.1%  MgO  equivalent  to  MnO. 
12.3%  MgO  in  analysis. 

20.2%  Total  MgO. 
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This  amount  of  magnesium  oxide  added  to  the 
calcium  oxide  and  carbon  dioxide  does  not  amount 
to  100,  but  to  93;  but  we  may  easily  calculate  it  into 

percentages. 

CaO      28.4^-0.93=    30.5% 
MgO    20.2-5-0.93=    21.7 
CO2      44-4  •*-  0.93  =   47-8 
93.  100.  % 

and  this  percentage  corresponds  with  the  formula 
CaO.  MgO.  2  CO2  or  CaMg  (CO3)2. 

A  sample  of  pyroxene  may  be  taken  as  another 
illustration. 

OH -I  n*>*  I*     ff  A   X"X  fff        m  J    J*l  f**      St/>    *+ 


omua 

Ferrous  oxide 

^.4uy0, 
2.50%; 

60  - 

2.  i>O 

—  f»  r\')  f 

72  - 

Manganese  oxide 
Magnesium  oxide 

2.83%; 
22.57%; 

2-83    00.0 

0.919 

22.57 

-^=0.564 

Calcium  oxide 

1570%; 

11^=0.280 

56 

Ratio,  i :  i ;  Formula,  (Mg,  Ca,  Mn,  Fe)O,  SiO2. 

In  order  to  show  what  variations  may  occur,  and 
how  nearly  the  ratios  approach  to  the  ideal,  the 
analyses  of  different  garnets  may  be  given. 
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Garnets. 

I 

II 

in 

SiO2 

38.25% 

37.n% 

36.65% 

A1208 

19-35 

5.88 

17.50 

Fe203 

7-33 

Cr203 



22.54 

6.  20 

FeO 



2-44 

4-97 

MnO 

0.50 





MgO 

2.40 

i.'io 

0.8  1 

CaO 

3175 

30.34 

33.20 

99.58% 

99.41% 

99-33% 

From      I.  SiO2  :.(A12O3,  Fe2O3)  :  (MnO,  MgO,  CaO; 

=  0.637:0.235  : 0.634; 
From    II.  Si02 :  (A12O3,  Cr2O3) :  (FeO,  MgO,  CaO) 

=  0.618  10.198  : 0.602; 
From  III.  SiO2:(Al2O3,  Cr2O3):(FeO,  MgO,  CaO) 

=  0.611  10.214  :o.68i ; 
therefore  the  probable  formula  for  garnet  is 
3  RO  •  R2O3  •  3  SiO2. 

Though  calculations  do  not  depend  upon  any 
theory  regarding  the  constitution  of  matter,  all  the 
facts  described  find  a  ready  explanation  if  the  exist- 
ence of  atoms  is  admitted,  matter  being  considered 
as  composed  of  indivisible  particles.  In  this  way  it 
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is  seen  why  the  quantity  of  oxygen  united  to  a 
given  quantity  of  carbon  should  be  exactly  twice  as 
much  in  carbon  dioxide  as  in  carbon  monoxide. 

The  kinetic  theory  of  gases  gives  support  to  the 
idea  of  molecules  and  to  Avogadro's  law.  It  is  not 
the  purpose  of  this  little  book,  however,  to  deal  with 
the  theoretical  side  of  the  subject. 

EXAMPLES 

1.  State   concisely   how  the    combining  weight   of   an 
element,   as,  for  example,  nitrogen,  can   be   found    from 
vapour    density   determinations    and    analyses.      (Cornell 
Univ.,  March,  1898.^) 

Analysis  of  ammonia  shows  the  volume  of  the  contained 
hydrogen  to  be  3  times  that  of  the  nitrogen,  and  this  with 
the  vapour  density  determines  the  formula  NH3.  The 
weight  of  the  nitrogen  is  4|  that  of  the  hydrogen,  therefore 
the  weight  represented  by  the  symbol  N  is  14  times  that 
represented  by  the  symbol  H. 

2.  Alcohol  contains 

Carbon 52.17% 

Oxygen 34-79 

Hydrogen 13.04 

The  specific  gravity  of  its  vapour  is  1.593  (referred  to  air)  ; 
find  its  molecular  weight.  (Cornell  Univ.,  June,  1896.) 

Ans.  C2H6O. 
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3.  One    gramme   of   acetic  acid   gave   on   combustion 
1.466   grammes   of    carbon  dioxide  and  0.600   of  water. 
The  vapour  density  of  acetic  acid  is  30.     Calculate  the 
percentage   of  carbon,  hydrogen,  and   oxygen;    give   the 
empirical  and  molecular  formulae.     (Columbia  Univ.,  May, 
1898.)  Ans.  Carbon  =  40%,  hydrogen  =  6.66%. 

The  percentage  of  oxygen  is  obtained  by  subtracting  the 
sum  of  the  carbon  and  hydrogen  from  100,  and  is  53.34%. 
Empirical  formula  CH2O,  but  since  this  formula  represents 
22.4  litres  of  vapour  as  weighing  only  30  grammes,  that  is, 
only  fifteen  times  as  much  as  hydrogen,  the  molecular 
formula  must  be  C2H4O2,  which  is  thirty  times  as  heavy 
as  hydrogen. 

4.  One  gramme  of  alcohol  gave,  on  combustion,  carbon 
dioxide  1.913,  water  1.173.    The  vapour  density  of  alcohol 
is  23 ;  calculate  the  percentage  of  carbon,  hydrogen,  and 
oxygen ;  give  the  empirical  and  molecular  formulae.     (Co- 
lumbia Univ.,  May,  1898.) 

Ans.     Carbon 52.2 

Hydrogen ..-;    .       13.0 

Oxygen 34.8 

Empirical  formula C2H6O 

Molecular  formula C2H6O 

5.  Calculate  the  formula  of  mellitic  acid  from  the  fol- 
lowing data : 

Carbon 42.1% 

Hydrogen 1.7 

Oxygen 56.2 

i  oo.o 
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All  the   hydrogen   can   be   replaced   by  a  metal.      It  is 
hexabasic.     (Harvard  Univ.,  1885.) 

The  simplest  or  empirical  formula  is  C2HO2,  but  since 
it  is  hexabasic  and  all  the  hydrogens  may  be  replaced  by 
metal,  the  formula  as  above  given  must  be  multiplied  by 
6;  therefore  the  molecular  formula  is  C^HeO^. 

6.  Calculate  the  atomic  weight  of  molybdenum  from 
the  following  data  : 

Percentage  composition  of  chloride 
Molybdenum  .......     4°'33 

Chlorine    ........     59-67 

100.00 

Specific  heat   of  molybdenum  =  0.064.     (Harvard  Univ., 


Since  the  specific  heat  multiplied  by  the  atomic  weight 
should  give  a  number  approximately  equal  to  6,  the  atomic 
weight  of  molybdenum  should  be  in  the  neighbourhood 
of  94. 

But  the  quantity  of  the  chlorine  is  approximately  f  as 
great  as  the  molybdenum,  therefore  94  of  molybdenum 
would  need  141  of  chlorine.  But  141  is  approximately 
4  X  35  -5»  therefore  we  may  assume  that  the  chloride  in 
question  has  the  formula  MoCl4. 

With  this  assumption,  we  calculate  from  the  data  — 


Atomic  weight  of  molybdenum  =  40.33  x  —  ^-  =  96 
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7.  Determine  the  atomic  weight  of  glucinum  from  the 
following  data : 

The  vapour  density  of  glucinic  chloride  is  40.2,  and  it 
contains  11.7%  of  glucinum.  (Harvard  Univ.,  1885.) 

The  vapour  density  being  40.2,  the  standard  (or  molec- 
ular) weight  is  80.4;  and  the  chlorine  must  be  71,  there- 
fore the  glucinum  is  9.4  (or  some  submultiple) .  This 
agrees  exactly  with  the  analysis  given.  That  9.4  is  more 
likely  correct  than  any  submultiple  is  proved  by  other  con- 
siderations. 

8.  A  metal  X  forms  a  volatile  chloride  containing 

^=3446 
Chlorine  =  65.54 

The  vapour  density  of  the  chloride  referred  to  hydrogen 
is  81.25.  The  specific  heat  of  the  metal  is  0.11379.  Cal- 
culate the  atomic  weight  of  X  and  give  the  formula  of  the 
chloride.  (London  Univ.  Int.  Sci.,  1893.) 

From  the  specific  heat,  the  atomic  weight  of  X  is  between 
50  and  60,  and  therefore  from  the  vapour  density  and  a 
superficial  glance  at  the  proportion  of  the  elements  in  the 
chloride,  it  appears  that  the  formula  is  XC\S.  Then  making 
use  of  the  exact  figures,  the  atomic  weight  of  X  is  found  to 
be  56. 

9.  Calculate  the  formula  of  the  substance  from  the  fol- 
lowing percentage  composition : 

Silicon          26.27  Calcium  18.43 

Magnesium  11.06  Oxygen  44.24 

(Sydney  Univ.,  1894.)  Ans.  CaMgSi2Oa, 
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10.  Two  specimens  of  chromite  upon  analysis  gave  the 
following  percentages  : 

I  II 

Cr2O3         55-37%  55-14% 

A12O3          13.97  5.75 

Fe2O3  1. 10  12.06 

FeO  18.04  18.02 

MgO          10.04  9.39 

98.52  100.36 

What  is  the  typical  formula  ?  Ans.  RO  •  R2O3. 

11.  What  is  the  formula  of  the  mineral  three  samples  of 
which  gave  on  analysis  : 

I  II  III 

S         15.92%  17-83%  19-93% 

Ag       52.71  28.79  24.04 

Cu       3°-95  53-38  53-94 

99.58  100.00  97-91 

Ans.  (Ag,  Cu)3S. 

12.  Two  samples  of  erythrite,  on  analysis,  gave  the  fol- 
lowing percentages.     What  is  the  formula  of  the  mineral  ? 

I  II 

As2O5             38.43%  36-42% 

CoO              36.52  23.75 

NiO  11.26 

FeO                 i.oi  3.51 

CaO  0.42 

H2O               24.10  23.52 

Ans.  3  RO  •  As2O5  •  8  H2O. 


CALCULATION  OF  FORMULAE  III 

13.    Penfield  found  by  analysis  of  triphylite  the  following 
composition.     What  is  the  formula  of  the  mineral? 


44-?6 

FeO  26.40 

MnO  17.84 

CaO  0.24 

MgO  0.47 

Li2O  9.36 
Na2O 


Ans.  P2O5  •  2(Fe,   Mn,   Ca,    Mg)O  •  (Li2,   Na2)O,   or 
chiefly  Li(Fe,  Mn)PO4. 

Miscellaneous  Examples 

1.  What  volume  of  chlorine  should  be  obtained  at  20°  C. 
and  760  mm.,  by  acting  on  i  gramme  of  manganese  dioxide 
with  hydrochloric  acid?     (Univ.  of  Sydney,  1895.) 

Ans.    276.3  c.c. 

2.  What  volume  of  carbon  monoxide,  at  a  temperature 
819°  C.  and  pressure  720  mm.,  would  be  required  to  reduce 
i  kilogramme  of  ferrous  oxide  to  metallic  iron  ?     (Univ. 
of  Sydney,  1895.)  Ans.   1313.5  litres. 

3.  How  many  litres   of    oxygen   are   required   for   the 
complete  combustion  of  2   litres  of  each   of  the   follow- 
ing :    (a)   carbon   monoxide,    (<£)   methane,    (<:)    ethylene, 
(d)    acetylene?     (Univ.  of  Sydney,  1896.) 

Ans.    (a)  i  litre ;  (<£)  4  litres ;  (<:)  6  litres ;  (d)  5  litres, 
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4.  A  monobasic  organic  acid  has  the  empirical  formula 
CH2O ;   0.296  gramme  of  its  silver  salt  gave  on  ignition 
0.162    gramme  of  silver.      What   is   its   molecular  weight 
and  molecular  formula?     (Univ.  of  Sydney,  1896.) 

Since  the  acid  is  monobasic,  the  silver  salt  has  the 
formula  AgX,  where  X  stands  for  all  that  is  not  silver,  and 
the  acid  itself  has  the  formula  HX.  The  molecular  weight 
of  the  silver  salt  is  therefore  108  x  f  If  —  *97 '>  hence  the 
molecular  weight  of  the  acid  HX  is  90,  which  is  three  times 
the  weight  represented  by  the  empirical  formula  CH2O. 
The  molecular  formula,  therefore,  of  the  acid  is  C3H6O3. 

5.  What  is  the  result  of  the  action  of  chlorine  on  am- 
monia?    How  much  chlorine  would  be  required  to  decom- 
pose 1.7  grains  of  ammonia?     (McGill  Univ.  Med.  Exam., 
1897.)  Ans.    2.66  grains. 

6.  The  composition  of  a  compound  is 

Barium 46.12 

Sulphur 21.54 

Oxygen 32.32 

99.98 

What  is  the  formula  and  name  of  the  compound?     (First 
Professional  Exam.,  Glasgow  Univ.,  1888.) 

Ans.   Barium  dithionate  ;  BaS2O6. 

7.  A  substance  has  the  following   composition :    carbon 
10.04%,  hydrogen  0.83%,  chlorine  89.13%,  and  its  vapour 
density  is  59.75.     What  is  its  name  and  formula?     (First 
Professional  Exam.,  Glasgow,  1888.) 

Ans.   Chloroform;  CHC1». 
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8.  A  litre  of  a  mineral  water  yielded  0.0134  gramme  of 
silver  iodide.     How  much  iodine  is  contained  in  100,000 
c.c,  of  the  water?      (First   Professional   Exam.,  Glasgow 
Univ.,  1889.)  Ans.  0.7241  gramme. 

9.  How  many  litres  of  oxygen,  at  12°  C.  and  750  mm. 
pressure,  can  be  got  by  heating  100  grammes  of  manga- 
nese dioxide?     (First  Professional  Exam.,  Glasgow  Univ., 

1890.) 

3  MnO2  =  MnsO4  +  O2.     Ans.  9.076  litres. 

10.  Calculate  the  weight  of  zinc  and  hydrochloric  acid, 
respectively,  which  would  be  required  to  produce  hydrogen 
to  inflate  a  balloon  of  1000  cubic  metres  capacity,  at  a  tem- 
perature of  15°  C.,  and  pressure  of  760  mm.     What  would 
be  the  bulk  of  the  gas  when  the  barometer  had  fallen  to 
730  mm.,  and  the  temperature  was  —  6°  C.  ?     (First  Pro- 
fessional  Exam.,  Glasgow  Univ.,  1891.) 

i  cubic  metre  =  1000  litres. 

Ans.    Zinc,    2771.8    kilogrammes;     hydrochloric    acid, 
3089.2  kilogrammes;  965.18  cubic  metres. 

11.  What  are  the  formula  and  name  of  the  salt  having  the 
following  percentage  composition? 

Calcium 38.72 

Phosphorus 20.00 

Oxygen 41.28 

(First  Professional  Exam.,  Glasgow  Univ.,  1892.) 

Ans.   Tricalcic  phosphate  ;  Ca3(PO4)s. 

12.  A  liquid  containing  i  gramme  of  sodium  chloride 
was  added  to  another  containing  2  grammes  of  silver  ni- 
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trate.  Whether  did  the  filtered  liquid  contain  sodium 
chloride  or  silver  nitrate,  and  how  much?  (First  Profes- 
sional Exam.,  Glasgow  Univ.,  1892.) 

Ans.   Sodium  chloride  ;  0.3117  gramme. 

13.  What  volume  of  hydrogen  and  oxygen,  respectively, 
could  be  got  from  a  cubic  centimetre  of  water  at  its  maxi- 
mum  density  point?     (First  Professional  Exam.,  Glasgow 
Univ.,  1892.) 

Ans.   Hydrogen,  1.244  litres;  oxygen,  0.622  litre. 

14.  To  what  temperature  centigrade  would  30  litres  of 
hydrogen  measured  at    70°  F.  require  to  be   reduced  to 
occupy   20  litres?      (First    Professional   Exam.,    Glasgow 

Univ.,  1893.) 

70°  F.  =  21.1°  C.       Ans.  —  76.93°  C. 

15.  Calculate   what  volume   of   nitrogen,   measured   at 
15°  C.  and  750  mm.,  could  be  obtained  from  i  gramme 
of  urea  by  the  action  of  sodium  hypobromite,  assuming  all 
the  nitrogen  to  be  liberated  in  the  process.     (First  Pro- 
fessional Exam.,  Glasgow  Univ.,  1896.) 

It  is  only  necessary  for  this  problem  to  know  the  formula 
of  urea,  since  we  are  told  that  all  the  nitrogen  is  liberated. 
Urea  has  the  formula  CO(NH2)2.  Ans.  251.71  c.c. 

16.  What  weights  of  ammonium  chloride  and  quick  lime 
must  be  taken  in  order  to  produce  2  litres  of  ammonia  — 
the  gas  to  be  measured  at  17°  C.  and  750  mm.?     (First 
Professional  Exam.,  Glasgow  Univ.,  1897.) 

Ans.  Ammonium  chloride,  4.439  grammes ;  quick  lime, 
2.963  grammes. 
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17.  What  volume  of  oxygen  gas,  measured  at  700  mm. 
pressure  and  10°  C.  temperature,  can  be  obtained  from  100 
grammes  of  potassium  chlorate  ?    (First  Professional  Exam., 
Edin.  Univ.,  1888.)  Ans.   30.87  litres. 

18.  How  many  litres  of  oxygen,  measured  at  15°  C.  and 
750  mm.,  are  required  for  the  complete  combustion  of  100 
grammes  of  marsh  gas?     (First  Professional  Exam.,  Edin. 
Univ.,  1891.)  Ans.   299.3  litres. 

19.  How  many  cubic  centimetres  of  carbonic  anhydride, 
measured  at  730  mm.  and  20°  C.,  would  be  obtained  by 
the  complete   combustion  of  i    gramme  of  cane  sugar? 
(First  Professional  Exam.,  Edin.  Univ.,  1891.) 

Ans.   878.4  c.c. 

20.  What  would  be  the  weight  of  the  products  of  the 
complete   combustion  of  500  grammes   of  ethylene,   and 
what  would  be  the  volume  in  litres  of  the  gaseous  product 
measured  at    10°  C.  and  740  mm.?      (First  Professional 
Exam.,  Edin.  Univ.,  1892.) 

Ans.    2214.3  grammes;  851.73  litres. 

21.  Hydrochloric  acid  is  diluted  with  water  until  100  c.c. 
of  the  dilute  solution  exactly  precipitate  0.34  gramme  of 
silver  nitrate;   how  many  cubic  centimetres  of  this  dilute 
hydrochloric  acid  are  required  exactly  to  neutralize  0.68 
gramme  of  ammonia?      (First  Professional   Exam.,  Edin. 
Univ.,  March,  1893.)  Ans.   2000  c.c. 

22.  What  percentage  of  iron  is  contained  in  pure  ferrous 
carbonate?     (First  Professional  Exam.,  Edin.  Univ.,  July, 
1893.)  Ans.  48.29%. 
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23.  What  volume  in  litres  of  carbonic  oxide,  at  760  mm 
and  o°  C.,  can  be  obtained  from  10  grammes  of  sodium 
formate,  by  the  action  of  strong  sulphuric   acid?     (First 
Professional  Exam.,  Edin.  Univ.,  1894.) 

The  equation  representing  the  reaction  is 

2  HCOONa  +  H£04  =  Na2SO4  +  2  H2O  +  2  CO 

Ans.   3.294  litres. 

24.  What  volume  of  nitrogen  at  standard  temperature 
and  pressure  can  be  obtained  from  100  grammes  of  ammo- 
nium  nitrite?      (First   Professional    Exam.,   Edin.   Univ., 
1894.)  Ans.   35  litres. 

25.  50  c.c.  of  a  given  solution  of  hydrochloric  acid  are 
exactly  sufficient  to  precipitate  as  silver  chloride  the  whole 
of  the  silver  from  2  grammes  of  silver  nitrate.     What  weight 
of  caustic  soda  would  be  exactly  neutralized  by  100  c.c.  of 
this  solution  ?     Calculate  the  result  to  three  places  of  deci- 
mals.    (First  Professional  Exam.,  Edin.  Univ.,  July,  1894.) 

Ans.   0.941  gramme. 

26.  Calculate  to  two  places  of  decimals  the  percentage 
composition  of  silver  acetate.     (First  Professional  Exam., 
Edin.  Univ.,  July,  1895.) 

Ans.     Silver,    64.67%  ;     carbon,    14.37% ;     hydrogen, 
1.79%  ;  oxygen,  19.16%. 

27.  What  weight   of  metallic   zinc   is   required  for  the 
precipitation  of  5  grammes  of  metallic  silver  from  a  solu- 
tion of  silver  acetate?     (First   Professional   Exam.,  Edin. 
Univ.,  March.  1896.)  Ans.    1.470  grammes. 
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28.  Calculate   the  percentage   composition  of  urea,    to 
two  places  of  decimals.     (First  Professional  Exam.,  Edin. 
Univ.,  1896.) 

Ans.    Carbon,    20.00%  ;     oxygen,    26.67%  >     nitrogen, 
46.67%  ;  hydrogen,  6.66%. 

29.  What  weight  in   grammes  of  silver  oxide  must  be 
taken  to  obtain,  by  heating  it,  i  litre  of  oxygen  gas  meas- 
ured at  o°  C.  and  760  mm.?     (First  Professional  Exam., 
Edin.  Univ.,  July,  1897.)  Ans.   20.72  grammes. 

30.  What  volume  in  litres  of  hydrogen,  measured  at  o°  C. 
and  760  mm.  pressure,  would  be  produced  by  the  action  of 
20  grammes  of  sodium  on  water?    What  would   be  the 
volume  at  18°  C.  and  750  mm.  ?    (First  Professional  Exam., 
Edin.  Univ.,  March,  1898.)    Ans.  9.739  litres ;  10.517  litres. 
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APPENDIX   A 

THE  FRENCH   SYSTEM  OF  MEASURES 

THE  French  standard  of  length  is  the  metre,  which  is 
a  little  more  than  39.37  inches.  It  is  divided  into  tenths, 
hundredths,  and  thousandths,  called  respectively  decimetre, 
centimetre,  and  millimetre;  the  Latin  prefixes  being  used 
for  the  fractions.  Greek  prefixes  are  used  to  denote  multi- 
ples of  the  standard,  the  most  important  being  the  kilo- 
metre, which  is  1000  metres  or  0.6214  mile. 

The  standard  capacity  is  the  litre  or  cubic  decimetre, 
equal  to  1.76  pints.  It  is  also  subdivided  into  decilitre, 
centilitre,  and  millllitre,  but,  instead  of  using  these  terms, 
it  is  more  common  to  use  the  term  cubic  centimetre,  1000 
of  which  make  a  litre. 

10  millilitres    or       10  c.c.  =  i  centilitre 
10  centilitres  or     100  c.c.  =  i  decilitre 
10  decilitres    or  1000  c.c.  =  i  litre 

A  cubic  centimetre  of  water  at  the  temperature  of  4°  C. 
weighs  a  gramme,  which  is  the  standard  of  weight,  and  is 
divided  into  decigrammes,  centigrammes,  and  milligrammes. 
The  weight  of  a  litre  of  water  at  4°C.  is  1000  grammes  or 
i  kilogramme,  equal  nearly  to  2.2  pounds  avoirdupois. 

X2I 
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APPENDIX   B 

ARITHMETICAL  CALCULATIONS 

THE  full  form  of  the  calculation  on  page  19  is 
96  grammes  of  oxygen  are  prepared  from  245  grammes  of 

potassium  chlorate, 
i  gramme  of  oxygen  is  prepared  from  245  x  -£$  gramme 

of  potassium  chlorate. 
80  grammes  of  oxygen  are  prepared  from  245  x  fj  gramme 

of  potassium  chlorate. 

It  should  never  be  necessary  for  the  student  to  go  through 
all  of  the  steps,  however.  To  prepare  80  grammes  of  oxy- 
gen evidently  requires  less  chlorate  than  to  prepare  96 
grammes ;  and  it  is  almost  equally  evident  that  it  requires 
|f  as  much.  The  student  can  always  be  kept  right  in  the 
manipulation  of  the  fractions  by  asking  the  simple  question 
whether  the  answer  should  be  more  or  less  than  the  number 
given  (by  the  equation  or  otherwise),  and  then  by  arrang- 
ing the  terms  of  the  fraction  so  as  to  obtain  the  required 
result.  This  is  really  the  old  Rule  of  Three  expressed  in 
different  form,  and  I  should  not  have  thought  it  necessary  to 
write  this  appendix,  except  that  I  have  found  by  experience 
that  blunders  are  made  by  students  from  whom  one  might 
least  expect  it.  The  method  of  solving  problems  from  the 
common-sense  point  of  view  rather  than  by  direct  applica- 
tion of  formula  has  been  frequently  followed  in  the  text, 
and  is  the  one  which  is  best  fitted  to  prevent  slips  in  the 
arithmetic. 
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APPENDIX    C 

COMPARISON  OF  THERMOMETRIC  SCALES 

THERE  are  two  thermometric  scales  in  which  the  melting 
point  of  ice  is  taken  as  the  zero.  These  are  the  Centigrade 
and  Reaumur  scales.  In  the  former  the  boiling  point  of 
water  is  called  100  (whence  the  name  centigrade);  in  the 
latter,  80. 

In  the  Fahrenheit  scale  the  distance  between  the  melting 
point  of  ice  and  the  boiling  point  of  water  is  divided  into 
1 80  parts;  but  the  melting  of  ice  is  not  the  zero,  but  is 
called  32°,  and  the  zero  probably  marks  what  Fahrenheit 
considered  the  lowest  attainable  temperature. 

The  method  of  changing  from  one  scale  to  the  other  is 
so  clearly  given  in  Tait's  "  Heat  "  that  I  transcribe  it :  "  If 
we  suppose  the  same  thermometer  to  have  these  three  sepa- 
rate scales  adjusted  to  it,  or  (still  better)  engraved  side  by 
side  upon  the  tube,  we  easily  see  how  to  reduce  from  one 
scale  to  the  other. 


F    f            * 

2 

/                                                                        2 

12 

c 

0 

C                                                                         1 

po 

pj 

o 

r 

80 

"  For  if/,  c,  r  be  the  various  readings  of  one  temperature, 
it  is  obvious  that 

f—  32  bears  the  same  ratio  to  (212  —  32,  or)  180 
that  c   bears  to  100 

and  r  bears  to  80 

"Hence  /T^  -  _?L  — !L» 


1 80 


100 


80 
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APPENDIX   D 

CALCULATION  OR  ATOMIC  WEIGHTS  OF  THE   MORE 
COMMON   ELEMENTS 


NAME. 

SYM- 
BOL. 

WEIGHT. 

NAME. 

SYM- 
BOL. 

WEIGHT. 

Aluminium  .     .     . 

Al 

27 

Iodine  .... 

I 

I27 

Antimony     . 

Sb 

1  2O 

Fe 

56 

Arsenic   .... 

As 

75 

Lead     .... 

Pb 

J 

207 

Barium    .... 

Ba 

137 

Magnesium     .     . 

Mg 

24.5 

Bismuth  .... 

Bi 

208 

Manganese     .     . 

Mn 

55 

Boron      .... 

Bo 

ii 

Mercury     .     .     . 

Hg 

200 

Bromine  .... 

Br 

80 

Nickel  .... 

Ni 

58.5 

Cadmium     .     .     . 

Cd 

112.5 

Nitrogen    .     .    . 

N 

14 

Calcium  .... 

Ca 

40 

Oxygen      .    .     . 

O 

16 

Carbon    .... 

C 

12 

Phosphorus    .     . 

P 

3i 

Chlorine  .... 

Cl 

35-5 

Potassium  .     .     . 

K 

39 

Chromium   .     . 

Cr 

52 

Silicon  .... 

Si 

28.5 

Cobalt     .... 

Co 

59 

Silver    .... 

Ag 

108 

Copper    .... 

Cu 

63-5 

Sodium.     .     .     . 

Na 

23 

Fluorine  .... 

F 

19 

Strontium  .     .     . 

Sr 

87.5 

Gold  

Au 

J97-5 

Sulphur      .     .     . 

S 

32 

Hydrogen    ... 

H 

i 

Tin        .... 

Sn 

IIQ 

Zinc            .     .     . 

Zn 

x  *y 

6s  c 

UJO 
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APPENDIX   E 

EQUATIONS   IN   FREQUENT  USE 

THE  following  equations  are  among  the  most  commonly 
met.  Though  equations  are  made  to  represent  the  facts  as 
found  out  by  experiment,  the  beginner  often  finds  it  easiest 
to  remember  the  equation,  and  to  translate  it  into  a  verbal 
expression  of  the  experimental  fact.  In  the  following  equa- 
tions gases  are  represented  by  the  italics,  and  of  these  volumes 
may  be  calculated. 

OXYGEN 

2HgO     =      2Hg+<92 

Mercuric  ,  „ 

oxide 

3  MnO2  =  Mn3O4  4-  O2 

Manganese  Manganoso- 

peroxide  manganic  oxide 

(or  black  oxide  of  manganese)       (or  red  oxide  of  manganese) 

2  KC1O3      =      2  KC1  +  3  O2 
C  +  <92     =      C02 
S  +  O2     =     SO2 

Sulphur 
dioxide 


Phosphorus 
pentoxide 

3  Fe  +  2  02     =     Fe304 

Ferroso-ferric 
oxide 
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2KMn04  4-  3H2S04  +  5  H2O2 

Potassium  Hydrogen 

permanganate  peroxide 

=  K2SO4  4-   2  MnSO4  4-  8  H2O  +   5  O2 

Potassium        Manganese 
sulphate  sulphate 


HYDROGEN 


2H20     = 
2  K  4-  2  H2O     = 


2  KOH  4- 
Potassium 
hydrate 


Zn  4-  2  HC1  =  ZnCl2  4-  &2 

Zn  4-  H2SO4  =  ZnSO4  4-  -fl. 

ZnO  4-  H2SO4  =  ZnSO4  +  H2O 

CuO  4-  #2  =  Cu  4-  H2O 


NITROGEN 


KNO2  4-  NH4C1     =     KC1  +  2  H2O  4-  N* 

Potassium  Ammonium 
nitrite         chloride 

2  NH4C1  4-  CaO     =     CaCl2  4-  H2O  H 

Lime  Ammonia 

=     NH4C1 

=     2  N2  4-  6  H2O 


Nitrous 
oxide 


NH4NO3 

Ammonium 
nitrate 
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3Cu  +  8HNO3     =     3 


Cupric  Nitric 

nitrate  oxide 


2  Pb(NO3)2     =     2  PbO  4-  O2  4-  2 

Nitrogen 
peroxide 

KNO3  +  H2SO4     =     KHS04  +  HNO3 

Potassium 
acid  sulphate 

CARBON 

CaCO3     =     CaO  +  CO2 

CaCO3  +  2  HC1     =     CaCl2  4-  H2O  +  COt 
C2H204     =     H20  +  CO  +  CO, 

Oxalic 
acid 

K4FeC6N6  +  6  H20  4-  6  H2SO4 

Potassium 
ferrocyanide 


2  K^O,  +  3  (NH4)2SO4  +  FeSO4  4-  6 

2  CO+  O2       =        2  C(?2 

C(92  4-  C     =     2  C6> 
2  4-  3  Fe     =     Fe3O4  +  4  CO 


NaC2H302  +  NaOH     =     Na2CO3  + 

Sodium  Methane 

acetate  or  marsh  gas 

£#,4-202     =     C6>24-2H2O 

*  At  about  100°  C.  the  formula  of  nitrogen  peroxide  is  NC>2. 
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CaC2  4-  2  H20     = 

Calcium 
carbide 


Slaked 
lime 


Acetylene 


2  C2H2  4-  5  O2     =     4  C<92  4-  2  H2O 
1     =     CO2- 


CHLORINE 

NaCl  4-  H2SO4 

2  NaCl  4-  H2S04 

NaOH  4-  HC1 

MnO2  4-  4  HC1 

2  C4  4-  2  H20 

K2Cr2O7  4-  14  HC1     = 

Potassium 
bichromate 

2KOH4-C/2     = 


=     NaHSO4  4- 


==     NaCl  4-  H2O 


4  HC1  4-  O2 
2  KC14-2  CrCl34- 7  H2O+3  C4 

Chromic 
chloride 

KC1 4-  KC1O 

Potassium 
hypochlorite 


6  KOH  4-  3  Ck 

KC1O  4-  2  HC1 

3KC1O84-2H2SO4     = 

8  NH*  +  3  C/2 


Ethylene 


=        Ixd  4"  Jtl2V_l  ~T~  ts£2 

KC1O4  4-  2  KHSO4+H2O-f-Cl2O4 

Potassium  Chlorine 

perchlorate  peroxide 

=     6  NH4( 


Ethylene 
dichloride 
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IODINE 

MnO2  +  2  KI  +  2  H2SO4 
2  KI  +  Ck 

FLUORINE 

CaF2+H2S04 


Silica 


SULPHUR 


FeS2 

Pyrite 

H2SO4 


Sb2S3+6HCl 

Antimony 
trisulphide 


PHOSPHORUS 


K2SO4+MnSO4+2  H2O-f-I, 
2  KC1  +  12 

CaSO4  +  2  HF 

SiF^  +  2  H2O 

Silicon 
fluoride 

H4SiO4  +  2  H-jSiFg 

Silicic        Hydrofluo- 
acid          silicic  acid 


FeS  +  S 
Ferrous 
sulphide 


2  H2O  +  2  SO3 
CuS+H2SO4 
8  HBr  +  H2SO4 
2HI-f  S 


3  KH2PO2 

Potassium     Phosphine 
hypophosphite 


Phosphoric 
acid 
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-4#2     =     PA  +  3H2O 


2H3P02     = 

Hypophosphorous 
acid 

4H3P03     = 
Phosphorous 
acid 

Ca3(P04)2  +  2H2S04     = 

Tricalcic 
phosphate 


CaH4(P04)2  + 
Calcium  acid 
phosphate 


CaH4(PO4)2     =     Ca(P03)2  +  2  H2O 

Calcium 
metaphosphate 

3Ca(PO3)2-hioC     =     Ca3(PO4)2+ioC0  +  P4 
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APPENDIX   F 

VAPOUR  PRESSURE  OF  WATER  BETWEEN  THE 
TEMPERATURES  o°  C.  AND   100°  C. 

(TAKEN  FROM  DITTMAR'S  CHEMICAL  ARITHMETIC) 


TEMP. 

VAPOUR 
PRESSURE 

TEMP. 

VAPOUR 
PRESSURE. 

TEMP. 

VAPOUR 
PRESSURE. 

TEMP. 

VAPOUR 
PRESSURE. 

0° 

4-57 

I 

4.91 

26 

24.96 

51 

96.66 

76 

301.09 

2 

5-27 

27 

26.47 

S2 

101-55 

77 

313.85 

3 

5.66 

28 

28.07 

53 

106.65 

78 

327.05 

4 

6.07 

29 

29.74 

54 

111.97 

79 

340.73 

5 

6.5I 

30 

31.51 

55 

117.52 

80 

354.87 

6 

6.97 

31 

33-37 

56 

123.29 

81 

369.51 

7 

7-47 

32 

35-32 

57 

129.31 

82 

384.64 

8 

7-99 

33 

'  37-37 

58 

I35-58 

83 

400.29 

9 

8.55 

34 

39-52 

59 

142.10 

84 

416.47 

10 

9.14 

35 

41.78 

60 

148.88 

85 

433-19 

ii 

9-77 

36 

44.16 

61 

155-95 

86 

450.47 

12 

10.43 

37 

46.65 

62 

163.29 

87 

468.32 

13 

11.14 

38 

49.26 

63 

170.82 

88 

486.76 

H 

11.88 

39 

52.00 

64 

178.86 

89 

505.81 

15 

12.67 

40 

54.87 

65 

187.10 

90 

52547 

16 

13-51 

4i 

57.87 

66 

195.67 

9i 

545-77 

17 

14.40 

42 

61.02 

67 

204.56 

92 

566.71 

18 

15-33 

43 

64.31 

68 

213.79 

93 

588.33 

19 

16.32 

44 

67.76 

69 

223.37 

94 

610.64 

20 

I7-36 

45 

7I-36 

70 

233.31 

95 

633.66 

21 

18.47 

46 

75.13 

7i 

243.62 

96 

65740 

22 

19.63 

47 

79.07 

72 

254.30 

97 

681.88 

23 

20.86 

48 

83.19 

73 

265.38 

98 

707°I3 

24 

22.15 

49 

87-49 

74 

276.87 

99 

733.26 

25 

23-52 

50 

91.98 

75 

288.76 

100 

760.00 
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APPENDIX   G 
TO  FIND  THE  LOGARITHMS  OF  A  NUMBER 

RULE.  —  Regard  the  number  Q  as  separated  into  two 
factors  q  x  io±n,  where  q  begins  in  the  units'  place.  Find 
in  the  tables  the  logarithm  of  q.  This  will  be  the  mantissa 
of  the  desired  logarithm.  Prefix  to  this  the  characteristic  or 
index  ±  n. 

A  few  examples  will  sufficiently  elucidate  the  process. 

Example. — Desired  the  logarithm  to  four  decimal  places  of  the 
number  306. 

Write  the  number,  or,  better,  merely  consider  it  as  if  factored  in  the 
form  3.06- io2.  In  the  four-place  table,  on  the  line  3.0  and  in  the 
column  headed  6  will  be  found  .4857,  which  is  log  3.06.  Obviously, 
log  io2  =  2.  Therefore  log  306.  =  log  3.06  +  log  io2  =  .4857  +  2, 
which  is  usually  written  2.4857. 

Further  Examples.  Interpolation.  —  Desired  to  four  decimal 
places  the  logarithm  of  306.2. 

This  will  lie  between  the  logs  of  306  and  307  (and  approximately 
0.2  of  the  way),  and  as  the  table  is  not  carried  out  further  we  must 
interpolate. 


For  3.07  we  find  .4871 

For  3.06  we  find  -4857 

Interpolation,  0.2   of    14 

=  2.8  = 3 

/.  log  3.062  =  .4860 
/.  log  306.2  =  log  3.062  -f  log  io2 


Difference =.0014,  usually  writ- 
ten 14. 

The  desired  mantissa  will  be  0.2 
of  the  way  from  .4857  to  .4871. 
Hence  we  must  add  to  the  former 
number  O.2'I4.  =  3. 


=  2.4860 

The  interpolation  may  always  be  made  by  subtracting  and 
multiplying  as  in  this  example,  but  to  save  the  labour,  log- 
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arithm  tables  are  usually  provided  with  marginal  interpola- 
tion tables,  by  the  aid  of  which  interpolations  may  easily 
be  made  mentally. 

Thus  in  taking  out  log  3.062  we  find  log  3.06  =  .4857.  By  inspec- 
tion, difference  =  14.  In  the  interpolation  table  headed  14,  line  2, 
stands  3,  which  is  therefore  the  desired  0.2  of  14.  Therefore  log  3.062 
=  .4860.  This  operation  could,  of  course,  be  carried  out  mentally. 

The  present  tables  are  arranged  so  that  the  interpolation  tables  stand 
opposite,  or  nearly  so,  to  the  logarithms  to  which  they  correspond. 
This  not  only  gives  them  a  convenient  location,  but  enables  the  com- 
puter usually  to  avoid  even  the  mental  subtraction  of  the  successive 
logarithms  to  find  the  difference,  since  this  will,  of  course,  be  that  at 
the  head  of  the  nearest  difference  table.  Usually  also  the  error  intro- 
duced by  using  an  interpolation  table  slightly  too  large  or  too  small  is 
negligible. 
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